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PREPACE 


SERIES of Lectures was given by the author at the 
Northern Polytechnic, London, in 1929, under a 
scheme endowed by the generosity of the late Martin 
White for lectures dealing with the organ. The subject 
chosen was the tone production of the organ and other 
wind instruments. These Martin White Lectures form 
the basis of the first five chapters of this book ; to these a 
chapter on strings and one on the orchestra in general 
have been added, and are now published in the hope that 
the matter therein will appeal to musicians and to scientists 
interested in music. The organ being in itself an or- 
chestra does not receive a special chapter. The various 
departments of it are mentioned at appropriate points 
throughout the work. 

As the lectures were attended by a number of young 
persons in the music trades who could not be expected to 
have a deep knowledge of physics, the treatment has been 
kept as ‘‘popular” as possible, consistent with giving those 
with more experience an insight into the contributions of 
science to music since Helmholtz’ day, a good deal of 
which has passed unnoticed by the musical world. 

In an Appendix an attempt has been made to show how 
the new concept of “‘acoustic impedance” can be applied 
to one important aspect of wind instrument design, 1.e. the 
size and position of the note-holes. 

My best thanks are due to Dr. R. S. Clay for a number 
of suggestions, and to Mr. E. J. Irons for checking the 
calculations in the Appendix. I am also indebted to a 
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number of individuals and firms who lent blocks or gave © 
permission for reproduction of photographs: to Messrs. 
Hawkes and Son for lending the blocks for the frontispiece, 
and Plates VII, X, XII Fig. 1, XV; to Messrs. Taylor 
and Co. for the block of Plate XIV; to the Physical Society 
for the block of Plate IV; to the Royal Aeronautical Society 
for the block of Plate II; to Messrs. Besson and Co. for the 


loan of the mouthpieces on Plate VIII Fig. 3; to Messrs. 


Henry Willis and Co. for the loan of the organ pipes on 
Plate IX Fig. 1; to Dr. Mary Browning for the films of 
Plates XI and XVI; to Prof. Miller and the Macmillan Co. 
for permission to reproduce Plate VI from the former’s 
Science of Musical Sounds; to the Physical Review for per- 
mission to reproduce Plate I; to the Fournal de Physique and 
Prof. Carriére for permission to reproduce Plates IV and V; 
to Dr. Trendelenburg for the photograph of Plate XVII; to 
the Paris-Orleans Ry. Co. for that of Plate XVIII; and to 
the:Pleyel Co. forithatjot Blates ix. 
E.. G. RICHARDsax 


University CoLLece, Lonpon. 


Fuly, 1929. 
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GEAR BERS! 


Pec LION AND PROPAGATION -OF 
SOUND FROM A WIND INSTRUMENT 


HREE processes are involved in “listening to music.” 
There is first the production of sound by the musical 
instrument—the source. The sound is then propagated 
through the atmosphere. Finally, the sound impinges on 
the ear, which analyses the impression it receives into the 
sensation of a simple tone or a complex mixture of tones. 
Each of these processes may be regarded as essential to the 
resulting impression. ‘There can certainly be no sound 
without the vibrations of the source; an old experiment in 
which a sounding electric bell is placed in a reservoir from 
which the air is exhausted shows that no sound can reach 
the ear in the absence of a transmitting material medium, 
- while we leave the philosophers to determine whether sound 
can be said to exist if there is no being endowed with ears 
present to hear it! | 
It is a commonplace to say that sound is produced by 
vibration. ‘The vibrations producing sound are usually 
too rapid to be seen by the unaided eye, but the appearance 
of a stretched wire plucked aside at one point and then let go 
shows that it must be vibrating at the same time as the 
sound is heard. ‘The essential properties which a body 
must possess in order that it can vibrate are two: elasticity 
and inertia. Elasticity in the sense that when it is dis- 
placed it tends to return to its position of rest, and inertia 
in the sense that it overshoots that position of rest and 
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oscillates to and fro before reaching its position of equili- 
brium. The first factor in causing vibration is an obvious 
necessity; no one would try to get sound from a stick of 
plasticine by pulling one end aside and letting go; but the 
second factor 1s not quite so obvious. However, take a 
violin string stretched above a board and immerse it in 
glycerine, then try to get a sound from it by plucking. 
After displacement, it slowly returns to its position of rest 
without oscillation. The energy it possessed when disturbed 
has been exhausted 1n overcoming the friction of the liquid. 

The sound-producing parts of an instrument in an 
orchestra are not isolated. In their motion they drag the 
air into corresponding vibration, and those particles of air 
which are near the instrument press in their turn upon the 
more remote particles. But, because the air also possesses 
inertia, the whole of the air between the instrument and the 
ear is not set in motion at once. The more remote par- 
ticles in this movement lag behind the nearer, causing the 
particles to be compressed closer together near the source 
of sound, and the compressed condition to travel out from 
the source in the form of a wave of compression, with a 
definite speed depending on the atmospheric conditions 
prevailing at the time. If a single compression is pro- 
duced, e.g. by firing a gun, it 1s followed by a single rare- 
faction of the air where the particles are momentarily 
separated to an abnormal extent. When this compression 
strikes our ear-drums (it may be several seconds later), we 
hear the gunshot. Each particle oscillates once about its 
position of rest, it is the compression only which seems to 
move along bodily as a “progressive wave.” A sharp 
noise such as that of a gun, clapping hands, etc., is known 
as a “pulse.” All musical instruments send out a regular 
succession of pulses, giving to the ear the sensation of a 
musical tone. 
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The relations between the sensation of a simple tone 
and the vibration of the source are simple, i.e.: 

The intensity of the sound depends on the extent or 
amplitude of the vibration. 

The pitch of the tone depends on the number of vibra- 
tions in a given time, being usually expressed by the 
frequency or number of vibrations per second. 

A sounding body may vibrate in a number of fashions 
at the same time, so as to produce tones of different fre- 
quency at the same time, blending into a complex note. 
With certain exceptions (reeds and drums) these possible 
constituents in the complex note given by a sounding 
instrument have frequencies corresponding to the num- 
Bere tz, 3, 4, 5, etc., though certain of these “harmonics,”’ 
as they are called, may be absent, and some may be subor- 


.dinated to others. In musical notation, the series of har-— 


monics of frequencies I, 2, 3, etc., are known as the funda- 
mental, the octave, the twelfth, etc. The relative propor- 
tions of these constituents in the mixture corresponding to 
a complex note fix the “‘quality” or “‘timbre’”’ of a note, 
-and determine the difference, for example, between the 
sound of a clarinet and of an oboe when both are giving a 
note of the same pitch. 

The natural harmonic series of notes based on a funda- 
mental at two octaves below middle c on the piano is 
exhibited in Fig. 1 up to the eighth harmonic. The 
seventh of these is only approximately given by the 4D 
marked, since it lies in fact between this note and a. This 
harmonic is accordingly dissonant to the diatonic scale, as 
are in fact many of the higher members of the series. 
Underneath the notes are shown the corresponding fre- 
quencies (on the New Philharmonic pitch). 

The same figure exhibits the Helmholtz musical nota- 
tion, which will be used throughout this book. In this 
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notation middle ¢ is given a small letter, and so are all the 
notes above it in its octave. ‘The octave of this cis marked 
c’ or ¢,, the double octave is c” or ¢,, etc. “The octaves in the 
bass are given capital letters, beginning with C an octave 
below middle c, CC two octaves below, etc. This method 
saves considerable printing space in referring to notes on 
the musical scale. 





—o- * approximate 
65 130 195 260 325 390 455 520 


Fic. 1.—Harmonic Series and Helmholtz Notation. 


The ear has the power of analysing a complex note into 
its constituents, a faculty which can be developed with 
training. Most musicians can pick out the lower con- 
stituents (fundamental, octave, twelfth, etc.) in the note 
given by an instrument. On the generally accepted theory 
of hearing, the ear contains a series of tuned vibrators 
which resonate to the corresponding tones falling upon 
the ear-drums, and which in turn excite corresponding 
nerves communicating with the brain. 

The waves of notes of different pitch must all travel out 
through the air with the same velocity, otherwise the 
melody from a band would be unrecognizable at a dis- 
tance, since a later note might overtake and pass an earlier 
note, or the bass note of one chord might sound in another 
chord. With the velocity and the pitch of the note there 
| aes | 
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is connected a third quantity, i.e. the wave-length, which 
may be defined as the distance in air between one compres- 
sion and the next. The higher the pitch the shorter the 
wave-length, for the waves then follow each other in rapid 
succession and are crowded together in space. 

If the atmosphere is assumed unlimited in extent the 
waves travel out in all directions in a straight line from the 
source. But if the waves reach a solid boundary some or 
all of the energy in the waves is reflected. Sound in 
reflection follows exactly the same laws as light, but the 
phenomenon is on a much larger scale. Light is a wave 
phenomenon, the waves having an average length of 
“O05 mm.; whereas the waves of middle ¢ are over a metre 
in length. One does not usually associate sound waves 
in the air with visibility, but considerable strides have been 
made recently in the study of sound waves by actually 
photographing them. If the vibration which produces the 
sound is sufficiently vigorous the resulting compression of 
the air is so intense as to cast a shadow on a photographic 
plate when the air is illuminated by a sharply defined spark. 
Usually for such experiments, a single “‘pulse”’ is produced 
consisting of the explosive noise due to the sudden discharge 
of a large electrical condenser or of an induction coil. A 
fraction of a second later the air surrounding the source of 
sound (the spark of discharge) is illuminated by a flash 
spark, and the shadow of the wave, in its position where 
the flash caught it, is thrown on a photographic plate 
behind. By successively increasing the time between the 
discharge and the illumination, we can trace out the path 
of the wave, which appears as a circle on the developed 
plate. Plate I, Fig. 1 shows the reflection of a wave from 
a plane wooden board, while Plate I, Fig. 2 exhibits the 
effect of a curved wooden board (of parabolic section) 
placed as a “soundboard” behind the source. In the 
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former case the wave is sent back as a wave diverging from 
an imaginary centre behind the plane, in the latter the 
reflected wave is plane, and its section, seen on the plate, 
is a straight line. 

In most of the musical instruments we shall have to 
consider, the principal sound-producing element is a 
column of air in a tube bounded by wooden or metallic 
sides. Asa simple case let us first consider the column of 
air in a tube “stopped” at one end by a rigid wall, e.g. 
a stopped organ-pipe. Ifa compression travels down such 
a pipe to the stopped end, it is reflected there as a com- 
pression with little loss of energy. But when this reflected — 
wave reaches the open end, reflection again takes place 
owing to the sudden widening out of the air column and 
another wave travels downthetube. ‘The resultant effect is 
that of a series of waves travelling up and down the tube. 
The pitch of the note given by the tube when incorporated 
in a musical instrument will depend on the time taken for 
a compression to travel down the tube and back to the 
open end, 1.e. on the length of the tube. 

To demonstrate this important relation, take a glass tube 
terminated at one end by a water surface (Fig. 2) and open 
at the other. 

If a tuning fork be sounded at the open end, and the 
tube be gradually pulled out of the water, a length will be 
found at which the sound of the fork is strongly reinforced; 
we have, in fact, “resonance” by the column of air to the 
note of the fork. \When the prong is at x it sends a com- 
pression down the tube; in this case, the prong has moved 
up to y in the same time as the compression has traversed 
twice the length of the tube, so that the motions of the air 
and the fork are in step and assist each other.‘ In a com- 
plete vibration of the fork, the pulse would therefore traverse 
four times the length of the tube, and so four times the 
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length of the tube corresponds to one complete wave- 
length of the tone. 

This is, however, not the only length which will resound 
to the fork. If the tube be pulled farther out of the water, 
another resonant length, nearly three times the first, may 
be found (Fig. 24), and another, five times the first, etc. 
In these cases the column subdivides itself into segments 
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Fic. 2.—Resonant Lengths of a Stopped Pipe. 


corresponding to tones which the violinist calls “flageolets”” 

(or harmonics). The compression in Fig. 24 has only to 

travel as far as B and to be there reflected, other waves 

of equal pitch run between B and C. Obviously a barrier 

. could be placed at B without affecting the pitch of the 
sound. 

These ségments or loops in the vibrating column can 

be shown in a still more striking way by employing a sound 
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of high pitch (and therefore of short wave-length), e.g. a 
whistle blown with “heavy wind”’ at the end of a stopped 
glass tube laid horizontally (Fig. 3). 

If pith dust be strewn along the tube and a slight adyjust- 
ment of the position of the stopper be made to secure 
resonance, it will then be found that the sand 1s undisturbed 
at points corresponding to B or C of Fig. 2, but is violently 
agitated at the half-way points like A. ‘The first points 
are called nodes; they are places where the air remains 
still, although the pressure alternates rapidly many times a 
second. The latter are called antinodes, and are places 
where the to-and-fro motion of the air is a maximum, while 
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icy 3.—Dust Resonance Tube. 


the pressure remains constant. Thus the distance between 
one node and the next antinode is a quarter of the wave- 
length of the sound; or one may say that the wave-length is 
equal to two loops or segments. 

A stopped end of a pipe is always a node, since the air is 
prevented from moving as a whole; while an antinode is 
always found near an open end, as, for instance, the bell of a 
wind instrument. The lowest or fundamental mode of 
vibration in a pipe open at both ends is, therefore, that in 
which antinodes are found at both ends and a node at the 
centre. Thuswe require an open tube approximately twice 
as long as the stopped pipe to resound to our fork - (Fig. 2)3 
for in this case the compression is reflected as a rarefaction 
at each open end, and the wave travels up and down the 
tube in the time of a complete vibration, and consequently 
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the wave-length is only twice the length of the tube. These 
considerations give us the reason of the well-known fact 
that a stopped pipe sounds an octave lower than an open 
pipe of the same length. 

In consequence of the possible subdivision of a column 
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Fic. 4.—Harmonics of an Open Fic. 5.—Stopped Pipe and anal- 
Pipe with analogous Motion of ogous Motion of a Spring fixed 
a Free Spring. at one end. 


of air into segments we can obtain ‘“‘harmonics” of the 
fundamental tone from the same pipe. ‘The open pipe 
gives theoretically the full series of harmonics as shown 
for the first three harmonics in Fig. 4. This type of 


motion can be imitated by setting a freely suspended 


spring in vertical vibration. 
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A stopped pipe gives only the odd numbers of the series, 
fundamental, twelfth, etc., as shown in Fig. 5. This fact 
is very important for the wood-wind of the orchestra. 

Another way to demonstrate the variation of pressure 
change along a sounding pipe is to apply a little capsule 
closed by a thin rubber membrane (Fig. 6) to a hole bored 
in the pipe, or to one of the note-holes of a wood-wind 
instrument, the other holes being closed by keys or plugs. 
The “manometric capsule” is affected by changes of pres- 
sure. Near a node the membrane is set into violent 
oscillation, like a drum skin, with a frequency equal to that 
of the note produced in the pipe; at an antinode it is not 





Fic. 6.—Manometric Capsule. 


affected. In order to measure the extent of the response 
of the membrane a very small piece of silvered mirror is 
stuck eccentrically on to the membrane; if a beam of light 
is directed on to this mirror it can ue reflected on to a 
transparent scale as a spot of light. When the diaphragm - 
oscillates the mirror, this spot of light is drawn out, owing 
to persistence of vision, into a band of greater or less width, 
which can be measured. A graph of the amplitude of 
pressure fluctuation along a stopped diapason pipe is shown 
in Fig. 7, obtained by applying such a capsule at a number 
of points along the pipe. 

The writer has also investigated the extent of the aerial 
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vibration in organ pipes and flutes by passing an electrically 
heated wire along the tube. The wire is cooled to an 
extent depending on the movement of the air in its neigh- 
bourhood, and this cooling can be measured by the change 
in the electrical resistance of the wire. This method has 
the merit that it does not need interference with the pipe 
by boring or stopping holes in the walls. 

The “scale” of the cylindrical tube of a wind instrument 
exercises two important effects on the tone. Firstly, the 
quality of an instrument having a wide tube tends to be 
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Fic. 7.—Flue Organ Pipe (Stopped) and Variation of Pressure Change 
along it. 


poorer in harmonics than one with a narrow tube; yet, on 
the other hand, it is easier to ‘‘overblow” the latter. In 
fact, it is often difficult to get the fundamental tone from a 
narrow pipe, an intermediate node tends to form and to give 
one of the lower harmonics. 

The other important fact which has to be considered in 
deciding the scale of a tube in a wind instrument is that 
the antinode at an open end of a pipe is not exactly level 
with the end of the tube, but lies outside the end by an 
amount proportional to the diameter of the bore. This 

_ means that the ‘‘speaking length” of a pipe is not the same 
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as the length of. the wood or metal tube comprising it, but 
that an “‘end-correction” amounting to 0-58 of the radius 
of the tube must be added to the actual length. 

From this it results that a narrow tube, besides giving a 
different quality, has a fundamental tone a little sharper 
than a wide tube of the same length. One sometimes sees 
the statement that the difference is due to a difference in 
the speed of sound in the wide and narrow tubes; but this 
is erroneous; the speed is unchanged unless the bore of the 
tube is narrowed down to a millimetre or so, but the wave- 
length is increased by the end-correction as the tube is 
made wider. 

If the end-correction were the same for all harmonics, 
these would all be flattened to the same extent, and conse- 
quently would remain in tune. Recent research has shown 
that the end-correction varies a little with pitch. As we 
go up the musical scale the end-correction first rises a little 
and then falls. Consequently, if a given pipe of funda- 
mental pitch middle ¢ is sounding its seventh harmonic, 
this harmonic will be sharp to the fundamental, in one 
particular pipe, by nine vibrations in 905. If such a pipe 
gave a whole series of harmonics at once, the harmonics 
would be seriously out of tune, but, by a saving grace, 
when such a pipe is sounded, those harmonics which are 
flat or sharp would be but slightly elicited. It is a 
property of a sounding system to quench those overtones 
which are not truly harmonic to the fundamental. - This 
mistuning is greater with wider pipes, a fact which probably 
explains why a wide pipe gives a meagre retinue of har- 
monics. But the effect should also vary as between pipes 
of different pitch built to the same scale. 

The special bell-shaped ends of the various instruments 
will be dealt with under their respective names. 


Since a rise of temperature of the air causes an increase 
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in the velocity of sound, all wind instruments have their 
pitch raised by this cause. For this reason, players on 
these instruments warm the air column by breathing 
through the instrument before using it. 

When two sources of sound are giving out tones of 
nearly, but not quite, equal frequency, a new phenomenon 
arises which is of much use in tuning two such tones to 
unison. When the two are out of tune, a slow waxing and 
waning of the intensity of the sound is heard. This can 
be illustrated by taking two metal organ pipes of exactly 
similar dimensions, one provided with a tubular cap which 
can be moved in telescopic fashion over the main tube of 
the pipe. Starting with the two in tune, the cap is pulled 
out over the one pipe so as to increase its length, and 
therefore to flatten it. As soon as this happens these 
‘““‘beats’” in the sound are heard, which follow each other 
with increasing rapidity as the mistuning gets larger; in 
fact, the frequency of the beats is just equal to the difference 
between the frequencies of the two beating tones. ‘The 
same effect may be produced by keeping the two lengths 
equal, but warming the air in one by running a flame along 
the metal outside. As the temperature of the air in the one 
goes up, the velocity of sound in it increases (vide supra), 
and so does the pitch in like proportion. The warmed 
pipe being sharper than the cold, the two now begin to 
beat together. 

The same phenomenon may be used to tune together 
two notes an octave apart. In strings and open pipes 
the lower note will be accompanied by a good deal of the 
second harmonic, which should be in tune with the other 
pipe or string nominally an octave higher. If the second 
harmonic is elicited powerfully enough, beats will be 
heard between it and the fundamental of the higher note, 
unless the tuning is exact. 
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When the two primary tones are sufficiently far apart for 
the beats to follow each other fairly fast, the ear will be 
unable to follow the rapid waxing and waning, and this 
pulsation will blend into a third “‘beat-tone,”’ or “‘difference- 
tone”’ as it is more often called, since its frequency is equal 
to the difference between the two generating tones. This 
blending will occur when the beats recur at about sixteen 
times a second, and it is best elicited when the primary 








Fic. 8.—Difference-Tone Whistle. 


tones are intense, and when the same mass of air is excited 
by both of them, e.g. from two organ pipes on the same 
wind chest or two near-by strings on the same soundboard. 

For example, if middle c and the g above be loudly 
sounded on the piano, harmonium, or organ, these having 
frequencies 260 and 390 respectively on the New Phil- 
harmonic pitch, a third tone will be heard of frequency 130 
(390 — 260130), which is C. This difference-tone 
will be more readily detected if the resultant C be sounded 
before the combination is listened to. 
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There are, in addition, ““summation-tones” which cannot 
be explained on the beat theory. 

This method of employing two pipes to give a third 
difference-tone low down in the bass forms a cheap method 
of providing a bass for organs if the presence of the two 
high-pitched primaries is not objected to. As the primaries 
may be chosen from among the harmonic series of the 
difference-tone—in the example above 2nd and 3rd_har- 
monics to the C—this gives a sort of “mixture-stop”’ for 
the bass, using very little material and occupying little space. 
A familiar application is the pair of little unequal Pan 
pipes (Fig. 8) forming a whistle of the type used by referees 
and policemen, which has the effect of producing a low 
difference-tone from two high-pitched pipes which can be 
carried in the pocket. 
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HERE is no aspect of wind instruments to which 
scientific research has been so directed since Helm- 
holtz’ day as the functions of the mouthpiece and embouchure 
of wind instruments, and since every one admits that tone 
production has its origin in this part of the instrument, 
and since the older textbooks have little to say on this 
important topic, we shall treat this subject in considerable 
detail, and the results we hope to arrive at will find applica- 
tion later to other instruments besides the flute and its 
smaller counterpart. the piccolo (see Frontis.).1! 





Fic. 9.—Aolian Harp. 


Our investigation of the processes which take place in 
the blast of wind which the player directs across the mouth- 
hole of a flute takes us back to a very ancient musical 
instrument, if the apparatus is worthy of this title, and one 
which seems at first sight to have no connection at all with 
the subject of this chapter: 1.e. the AZolian harp. A®olian 

1 ‘The piccolo is shown to a larger scale than the clarinet and oboe 


beside it. 
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Fic. 2.—JET ISSUING FROM A SLIT. 


Prandtl). 
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harps are still made as toys. In this form they consist 
of a number of wires of various thicknesses stretched across 
a framework, on to which the wind is directed by a 
funnel (Fig. 9). 

When the wind blows with appropriate speed, one or 
more of the wires vibrate across the direction of the wind, 
sounding one or more of the harmonics natural to the wire. 
That strings or wires stretched in such a fashion can be 
made to vibrate by the wind was known from very early 
times. David had a harp (kénnor) which gave out a musical 
sound in the breeze; but the mechanism of the action was 
not discovered till 1904. In that year Mr. Mallock 
noticed that when a stick was held vertically in smoothly 

running water, eddies with cores parallel to the stick were 
shed from each side. This, of course, was not an original 
discovery, but what seems to have escaped previous obser- 
vation was that these vortices were shed a/ternately from each 
side of the stick and passed down-stream—as one writer 
has remarked—“‘as regularly as the ticking of a clock.”’ 

As these vortices were formed, said Mallock, they 
exerted a periodic push and pull on the stick, in a direction 
at right angles to the stream, tending to make it vibrate. 
If instead of allowing the water to flow past a stick, a twig 
be moved steadily through still water, these vortices can 
be seen as they are left in the wake, and the periodic force 
can be felt as a throbbing of the stick. Such a procession 
_ of eddies is shown in Plate II, Fig. 1, where they have 
been rendered visible by flakes in the water flowing from 
right to left past a rod. The cores of two eddies can be 
seen to starboard in the turbulent wake, while one lies 
between these on the opposite side. ‘They are also pro- 
duced in air behind a rod or wire, and can be then rendered 
visible by smoke, and if the frequency of the eddies should 
correspond to one of the natural frequencies of the wire we 
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hear an /A®Kolian tone as it is called. Even if an A®olian 
harp is not available, anyone can hear the A‘olian tones of 
telegraph wires as they “‘sing” in the wind. The frequency 
of the eddy-production is proportional to the speed of the 
wind. | 

To return to our flutes. At the mouthpiece of a whistle 
or flue organ pipe we have the converse of an A‘olian tone. 
There the moving air debouches through a narrow slit 
into still air. When moving air rubs against the stagnant 
air eddies are produced as shown in Plate I, Fig. 2, but 
their formation cannot be compared to a ticking clock; 
unless, at most, to a clock which keeps very halting time. 
But the eddies can be got into proper marching order if the 
jet of air on issuing strikes against a sharp edge, such as the 
“upper lip” of an organ pipe, or the distant edge of the 
mouth-hole in the flute. The pitch of such an “edge-tone,”’ 
as it 1s called, goes up regularly with the speed of the air 
issuing from the mouth, but it also falls as the distance from 
the slit totheedgeincreases. For this distance I shall use the 
organ-builder’s term, and call it the height of the mouth. 

The existence of such a procession of eddies may be 
exhibited by admixture of smoke with the air issuing from 
the slit, or if the whole system be submerged in water by 
allowing ink to issue from the slit. If the speed is slow 
we can watch the evolutions of the eddies, but at the actual 
rate with which these proceed at the mouth of the flute, 
it 1s necessary to cinematograph the motion. 

Plate III shows a series of such transformations covering 
a complete period of the motion. ‘These are not actual 
photographs, but drawings of the appearances seen under a 
“slow-motion”’ arrangement. 

What may be called the normal production of the 
vortices. occurs in this wise. At the moment when one 
of the left-handed eddies strikes the edge, as in the first 
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Prate III (after Carriére). 
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of theseries in Plate III, a similar one leaves the slit with 
one right-handed lying between. Actually, the vortices 
take time to grow to full size. In this picture the new- 
born vortex is visible only as a slight leftward bend of the 
smoke-jet as it leaves the slit, but this embryo vortex grows 
as it rises, and reaches maturity only as it strikes the edge 
—in the last of the series. ‘The pitch of the edge-tone is 
given by the number of vortices in one row which strike the 
edge per second. Consequently, if the blowing pressure 
and, therefore, the velocity of the eddies increases the 
pitch goes up, because the eddies strike the edge more 
frequently. In fact, we may write: 

Velocity of eddy system 

| Height of mouth _ 
Moreover, as the velocity of the eddies happens to be just 
about half that of the main stream issuing from the slit, 
we may write instead: 


Pitch of edge-tone = 


+ (Velocity of efflux) 

Height of mouth — 

The truth of this formula may be demonstrated by means 
of the apparatus shown in Plate IV. 

A wedge of brass can be oriented on the traverse of a 
lathe in various positions relative to a fine vertical slit in 
the box or wind-chamber B, but the edge of the wedge 
always keeps parallel to the slit. If 1 move the wedge 
away from the slit the pitch goes down; if I increase the 
blowing pressure the pitch of the edge-tone goes up. 

This is the simplest type of edge-tone. In practice, 
however, especially if the distance from edge to slit 1s large 
or the blowing pressure small, the vortices may split this 
distance into two, three or four segments each containing 
vortices corresponding to Plate III. Plate V shows some 
smoke pictures of such cases. That on the left is a repeti- 
tion of the simplest type, but in the second picture from the 
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left an additional leftward curl will be observed half-way 
between the slit and the edge. The third picture has two 
additional curls to the left, between the big vortex at the 
edge and the one about to start from the slit. Lying 
midway between these will be seen corresponding curls to 
the right. The picture on the extreme right shows a 
silent jet. No distinct vortices and therefore no sound. 

In the state of affairs shown in the second of these pic- 
tures, there are four or five vortices in the distance formerly 
occupied by two or three, but, as before, as each vortex 
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Fic. 10.—Diagrams to illustrate Edge-tone Jumps. 


strikes the edge another one sets out from the slit on the 
same side. AQ little thought will show that, for the same 
wind-speed, there are now twice as many striking the 
edge in a given time as in the former arrangement; the 
edge-tone is the octave of the former. In the third position 
there are three times as many striking the edge in the same 
time, and the edge-tone is a twelfth above the original. 
Such a jump to the octave, and then to the twelfth, may 
occur quite suddenly as the vortices rearrange themselves; 
the tendency to do this will be accentuated if the “height 
of the mouth” is made large. This can be demonstrated 
on the edge-tone apparatus of Plate IV. 

Fig. 10 shows diagrammatically what happens when the 
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edge is gradually moved out from a small distance like that 
in (a), to a large distance from the slit as in (4). There 
is a tendency to reshuffling on the part of the vortices to an 
arrangement like that in (c), corresponding to the second 
of the pictures in Plate V. 

When the distance between the successive vortices be- 
comes halved in this fashion, the width of the ‘‘avenue’’ 
between the two rows also becomes halved. As the edge 
must separate the two rows to produce a tone, you will 
appreciate that a flautist can prevent the tone jumping to the 
octave by blowing so that the edge is a little to one side, 
within the shaded region of Fig. 10c. With the edge in 
the shaded regions only the simple arrangement of eddies is 
possible; with the edge in the centre regions, however, a 
jump may take place. The same precaution is observed 
on some flute organ pipes, by pushing 1n a roller (which the 
organ-builder calls a ‘“‘beard’’) from the side, between the 
edge and the slit. A bearded pipeis shown on Plate IX, 
p. 67, where the roller can be seen in front of the mouth. 

As the older theory of the flute and organ pipe regarded 
the blast of air at the mouth as a sort of reed which vibrated 
entirely under the action of the column of air in the pipe, 
it is very important to realize, for the understanding of the 
modern scientific theory of such instruments, (1) that the 
edge-tone may be heard quite independently of any pipe, 
and (2) that the flute has the physical properties of a coupled 
system. 

Since all musical instruments form coupled systems, I 
shall elaborate the properties of such systems in some detail. 
As a simple example, suppose we suspend a rope horizon- 
tally, and let two string pendulums of different length 
hang from two points on the rope. One end I will fix to 
the wall, and agitate the other with my hand. If I time my 
movements to synchronize with the natural time-period of 
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one of the pendulums, the latter builds up a very intense 
oscillation—this is what the scientist calls resonance, 1.e. 
synchronization of periods of vibration. But even when I 
move my hand to a different time, the pendulums are forced 
into a vibration to correspond to the inexorable motion of 
my hand, although this be one unnatural to them. The 
lighter they are the more easily are they so forced out of 
their natural habit. If I let go, however, or become 
fatigued in the exercise, one pendulum may force its own 
vibrations on the rope or on my hand. The motion of | 
my hand and the pendulum forms a coupled system, and 
we see that in coupled systems the race is to the strong, 
or at any rate to the more massive. ‘The condition for the 
successful maintenance of a coupled system is, therefore, 
one partner to predominate and to be able to overcome the 
other. As the components become equal in power or more 
loosely coupled, the system becomes more difficult to 
manage. Examples from other walks of life occur to the 
mind at once. Most mechanical instruments—using the 
word mechanical in no derogatory sense—such as the 
- organ, are of the first class, 1.e. tightly coupled systems; 
while orchestral instruments incline a little towards the 
latter class, and allow of expression of the player’s indivi- 
duality. 

The components of the coupled system, the “flute,” are 
(1) edge-tone at the mouth-hole, (2) column of air. For a. 
moment consider the column invariable, of the organ pipe 
type. The player blows across the mouth producing an 
edge-tone which, in the absence of the pipe, rises in pitch 
regularly with the speed of his breath (dotted line of Fig. 11). 
But the more powerful column of air in the pipe limits 
the pitch of the system to its natural series (fundamental, 
octave, twelfth, etc., of p. 15). The result is thacuaae 
column pulls the feeble edge-tone out of its true pitch, and 
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the notes of the system are shown by the thick lines; nearly 
constant at each harmonic except for slight decrease of 
pitch at lower wind-speed, and increase at higherss el he 
skilful flautist uses these facts to “pull” the instrument 
a little sharp or flat. The ‘‘overblown’’ octave may be 
-helped in another way: decreasing the “height of the 
mouth”’ by pushing the upper lip forward. To exemplify 
the properties of the coupling, we may suppose the blowing 
pressure to be continuously increased beyond the normal. 
As it is increased the natural frequency of the edge-tone 
rises beyond the fundamental of the pipe, but the latter 





Fic. 1 1.—Tones of Normal and ‘‘Overblown”’ Flute. 


succeeds in forcing its own period upon the edge-tone until 
the natural frequency of the edge-tone, if isolated, -would 
be nearer to the first overtone of the pipe than to the funda- 
mental. Up to this moment the frequency of the coupled 
system has remained in the neighbourhood of the funda- 
mental of the pipe, but now a jump occurs to the overtone, 
both edge-tone and pipe-tone rapidly picking up the new 
frequency, which they retain with a slight alteration until 
a jump to the next overtone takes place. Actually the 
behaviour is more complex in that the overtone may appear 
before the fundamental has ceased, producing a complex 
note. [he procedure is shown graphically in Fig. 11, 
where the actual pipe-tones of an open pipe are shown by 
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thick lines, and the natural frequency of the edge-tones, 
in the absence of a pipe, by a dotted line. 

The converse phenomenon of the ‘“‘underblown” pipe 
presents several items of interest. Suppose the pressure 
to be continuously decreased below normal. Very soon 
the edge-tone will be so far below the pipe-tone that the 
latter ceases to sound. But now, the two systems being 
still coupled, the pipe is still endeavouring to impose one 
or other of its own tones upon the vortex production at 
the mouth, and in an endeavour to conform, the edge-tone 
reduces its pseudo-“wave-length”’ to one-half or one-third 
of the height of the mouth, and the same tone is again, but 
feeblyseclicitedv(ch Hig m2): 
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Fic. 12.—Tones of “Underblown”’ Flute Pipe. 


Having now considered the relation between the edge- 
tones at the mouth and the column of air, we must now 
turn to the form and possible variations in thelatter. Boehm 
gave the flute its present-day appearance and form. ‘The 
primitive flute consisted of a cylindrical tube, often a hol- 
lowed-out cane, pierced with half a dozen equi-spaced 
holes all of the same size and depth. The spacing was 
done by measuring two or three finger-breadths or by 
placing a marked template over the wood. ‘The holes 
were then burnt through. When Boehm improved the 
flute, additional holes worked by levers were already known. 
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These levers operated additional holes beyond the reach 
of the fingers. 

It is well known that the chief improvement which 
Boehm brought to the flute was a steady contraction of 
the bore towards the embouchure, amounting to about 
one-tenth of the diameter at the cork. It is also known 
that such a contraction improves the tone, but writers on 
the flute are at a loss to explain the cause of this improve- 
ment. Now it has been found that a widening of the bore 
of a pipe near an antinode of the note which it is sounding 
raises the pitch of that note, but near a node the pitch is 
lowered. The embouchure being open to the air forms 
an antinode to all notes of the flute ; if all the holes be 
closed, the open end will be an antinode, and the funda- 
mental tone will be that corresponding to a doubly-open 
column of the whole length from embouchure to distant 
end, lowered somewhat by the contraction at the former 
antinode. But besides this fundamental tone, overtones 
will be heard due to subdivision of the column into vibrat- 
ing segments. Their pitch will be lowered, but xot zo the 
same extent, since some of their antinodes are in the midst 
of the column where the contraction is less. The second 
harmonic ‘will be a “ile more than an octave above the 
fundamental, the third more than a twelfth, and soon. In 
other words, the series of tones forming the complex note 
given by such a flute will deviate from the pitch relation 
I: 2: 3: 4, etc., the deviation increasing up the scale. 

Now, it is an established fact that if, owing to its con- 
struction, a system has certain overtones which are flat or 
sharp to the tones of the true harmonic series, 1.e. are 
inharmonic, such overtones are but feebly elicited when the 
system is set in vibration. Hence, the note of a Boehm is 
pure in a sense that the retinue of upper harmonics is 
meagre, partly owing to this cause and partly also to the 
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fact that these “inharmonics” are out of tune to the true 
harmonics in the existing edge-tones (cf. Chapter I). Plate 
VI, Fig. 1, p. 51, shows a record of the vibrations of the 
flute, when played softly, and shows by the pure and un- 
broken sinusoidal wave-form that the “‘note’” is almost 
entirely composed of an isolated fundamental. 

Although Boehm’s contraction gives the flute its charac- 
teristic thinness of tone, yet it has an inconvenience. Sup- 
pose the player uncovers in turn the note-holes and so 
ascends the lowest octave of the flute’s range (i.e. from middle 
c toc’), As we have explained, he now re-covers all the 
holes, and changes the edge-tone by altering the “‘height 
of the mouth,” and the breath-speed, until the column 
overblows to the next octave, and after this, by more over- 
blowing, to the third octave. But, in virtue of the contrac- 
tion, as we have seen, the second and third octaves, being 
overtones of the first, are out of tune to the first octave. 
To remedy this, Boehm constructed the little chamber 
beyond the mouth-hole, closed with the adjustable cork. 
By moving the cork the player can slightly alter the position 
of the antinode at the embouchure, and he 1s instructed to 
get the three D’s in the three octaves as nearly in just 
intonation as possible, by this means. ‘The upper over- 
tones are still out of tune and stifled, and the relation for 
other notes of the scale is not quite just, but the player 
can pull the system into tune by working on the edge-tone 
at the mouth, or by partly covering the mouth-hole with 
his upper lip. It 1s, of course, this capability that the 
performer can modify the pitch of all notes and, to a little 
extent, their quality, by altering the edge-tone through 
change of direction and speed of the blast, which raises 
the orchestral flute as a musical instrument above the level © 
of the primitive pipes or the modern tin-whistle. 

One problem remains to be discussed, and that a very 
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important one, the position of the note-holes. In this 
connection it is advisable to introduce to the reader a con- 
_ cept which he will not find in Helmholtz, but which has 
been of considerable use to acousticians in recent years. 
It is obvious that a narrow hole in the side of a tube resists 
the motion of air through it, to a greater extent the nar- 
rower and deeper it is. Lord Rayleigh defined what he 
called the “conductivity’—the opposite of resistance— 
of the orifice as the ratio of its area to its depth, but in 
measuring its depth, 1.e. the thickness of the wood, he 
pointed out that a little must be allowed for the fact that 
the hole impedes the motion to a distance a little beyond 
its faces. In order to get the effective depth of the hole, 
a length equal to about a third of the diameter of the hole 
should be added to the thickness of the wood. ‘Then the 
conductivity (c) of the hole 1s: 
ated 
“~~ depth + 4 diameter 
The greater this factor is, the less is the “impedance” or 
hindrance to the motion; but another factor enters, 1.e. the 
inertia of the air, or its tendency to remain where it 1s. 
The air has to be oscillated to and fro in the orifice by the 
sound, as is a flexible piston in a cylinder. If anyone tries 
to oscillate a piston he will find that the effort required 
depends on the mass of the piston (= the density of the 
air), and the frequency of the oscillation (= the pitch of 
the sound). In this work it 1s more convenient to use 
the cycle-frequency (A). 
Pa on x frequency. 
or eclouey bf dotntl 
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and we finally define the ‘‘impedance’”’ of an orifice as aie 


where d= density of the air, a= velocity of sound, ¢ and 
k are defined as above. This concept of “acoustic 1mpe- 
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dance”’ was introduced by the late Prof. Webster in 1919, 
who also worked out the “impedance” of an open and of a 
stopped pipe. Sometimes the “admittance” is spoken of; 
this is the converse of impedance. ‘These two terms— 
admittance and impedance—are adopted «from alternating- 
current technology. 

Now consider an open pipe with a hole of conductivity 
¢ bored in its side. In this case the air “admitted” to the 
atmosphere from the inside of the pipe comes partly from 
one section and partly from the other, so that we can equate 
the admittance of the orifice to the sum of the admittances 
of the two open pipes formed by the two sections of the 
flute on each side of the hole. From such an equation we 
can calculate &, which gives us the pitch of the flute, when 
this particular hole is open and all the others closed. Con- 
versely, if we are given k, we can calculate where to put 
the hole, and what size to make it for this given pitch, 
instead of resorting to the present “‘cut and try’’ methods 
of, the manufacturer. ‘This and other cases -of- several 
holes uncovered will be found worked out in the Appendix, 
Pp» 147. 

The student who desires to dive deeper into the mysteries 
of vibrating waves of air may note one particular in which 
the idea of the conductivity of a note-hole requires modifica- 
tion. The analogy of the steam piston is imperfect, for 
it has been found that the air does not vibrate as a whole, 
but that it tends to concentrate its motion into the outer 
annuli of the hole, and to vibrate to a greater extent near 
the wall of the hole, to an extent increasing with the fre- 
quency. [he same phenomenon occurs in the oscillatory 
electric currents employed on many electric railways. Al- 
though the massive iron rails are used to conduct this cur- 
rent, the current crowds so much into the outer “skin” of 
the rail that, at the frequencies commonly employed, only 
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Fic. 1—WAVE-FORM OF FLUTE. 


Fic. 2,—WAVE-FORM OF CLARINET: Cuatumeau. 


Fic. 4—WAVE-FORM OF OBOE. 
Pirate VI (after Miller). 








mee 
i THE PLOT E 

one-eighth of the section acts appreciably as con- 
i both the acoustic and the electric case age 


i ° 
= 

ao vas MY, sa ; 
\ - 4 
ar . 

, ae Say 

¥ <a ~ 
i # 53 ee 





CHAPTER III 
REED INSTRUMENTS 


N this class of instrument the coupled system consists 
of a column of air in a cylindrical or a conical pipe, 
and a reed or pair of reeds. Since the air in the player’s 
mouth is directly connected to the pipe via the mouth- 
piece, the system is really a tripartite one, and the size of 
this cavity (the “‘boot,”’ in the case of the reed organ pipe) 
should be strictly adjusted to the note to be produced. 
Similarly in playing an orchestral instrument, the cheeks 
inay be compressed for ease in producing a high note— 
more especially is this true of a brass instrument. The 
player should imagine he is to sing the note required. 

First we will take the clarinet. This has a cylindrical 
tube in three sections terminated at the open end by the 
bell, and chamfered at the mouthpiece to fit between the 
player’s lips (Frontispiece). To the flat side of the mouth- 
piece a cane reed is secured by two ligatures. ‘The reed 
is tapered in thickness from the ligature to the beak 
(Plate VIIL, Figs1,:0. 63% 

The Boehm system of fingering is now applied to the 
clarinet. When the seven finger-holes are covered and an 
additional one closed by a key, the complete column of air 
is in use and the clarinet sounds its lowest note. . Nominally 
this is the same, i.e. E, for all clarinets, but for ease of 
execution of passages in keys involving several sharps or 
flats, the orchestral clarinet is made as a transposing instru- 
ment. On one instrument, the actual notes are a whole 
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tone lower in pitch than the written ones; on another, they 
are three semitones lower. ‘This allows the composer to 
write, and the performer to play, in easier keys than those 
being read by the other players. 

Since clarinets are now sometimes made of silver, instead 
of wood, it behoves us to consider what influence, if any, 
the material of the tube may have on the tone of the in- 
strument. This is a perfectly general question, and the 
remarks which follow are not to be taken as peculiar to 
the clarinet. ‘Theoretically, the tone-producing parts con- 
sist only of the column of air and embouchure. Regarded 
in this light, it would be immaterial for the tone of the 
instrument whether the confines of the air column were 


of wood, metal, or papier maché. Experiment shows, 


however, that if the walls are yielding or sound-absorbent 
there is a slight lowering of pitch as compared with a rigid 
wall, but, worse than this, the tone is weak and rapidly 
damped, for much of the energy of the player is used up 
in vibrating the walls instead of the column of air. This 
may be shown by blowing one of those papier maché 
“Snstruments” which are sold for Christmas amusement, 
and, while doing so, by grasping the “‘tube” firmly with 
the hands. The tone gets louder on grasping, for the 
waste of energy has been reduced. To the extent that 
silver is more rigid than oiled wood, an improvement of 
increased efficiency may be expected from a flute or clarinet 
made of this material (Plate VII). 

But there is another effect. No wall is absolutely un- 
yielding, and the more rigid one tries to make it the greater 
is the possibility of its having marked natural frequencies. 
Should one of these coincide with a note of the instrument, 
the silver tube will vibrate or rattle in sympathy. The 
influence of the tube then is twofold: (1) greater or less 
damping of the tone, (2) an enhancement of notes in 
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certain regions of the scale. What is called by Hermann. 
the “‘formant’”’ of a musical instrument is closely connected 
with this latter property. ‘The term was first coined in 
connection with the voice. It has been shown by analysis 
that in singing certain vowels to the same note, the distinc- 
tive characteristics of the different vowels lie in an emphasis 
of certain harmonics lying in a particular region of the 
musical scale. ‘This ‘“‘formant”’ is different for each vowel. 
The same phenomenon has been distinguished in the 
analysis of notes played by different instruments. In the 
old theory mentioned in the first chapter, the ‘‘timbre’”’ of 
an instrument was uniquely determined by the number 
and proportions of the harmonics relative to the funda- 
mental. If the same instrument played another note, the 
timbre would be unchanged, but all the harmonics would 
be shifted so as to retain the same relation to the funda- 
mental. But on the new formant theory, all harmonics 
lying within a certain range of pitch would be prominent 
in the note of the instrument, no matter what the funda- 
mental, and it is this predominant range which characterizes 
the timbre of the instrument. It is this formant which 
differentiates, for example, a Stradivarius from a Heath- | 
Robinson, still more a cello from a viola when playing the 
same nominal note. By analysing “formants” one could 
determine what range of formant is required to produce a 
good-toned instrument, though the designing of an instru- 
ment to have a given formant 1s at present not practicable. 

Hermann-Goldap has analysed the timbre of examples 
of instruments and discovered the formants shown in the 
table opposite. 

The last column shows the relative intensity of the funda- 
mental in the complex note to those harmonics lying in _ 
the formant. Note that in the oboe and trumpet the former 
is the weaker (fraction less than one), while in the clarinet 
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Po Range of Range of Intensity of Fund. 
Instrument. Fundamental Tones always (erences 
Investigated. Prominent. F y 
ormant. 
Meets  .).-: | fy torfs &H, to dp, oO to 0°48 
Doeerompe . . . | oto 4, bb to c, 0:13 to 0°30 
a aa bb, to cs 0°57 tol 
Tenor trombone. . |g to a, and d,| 4p, tod, 0°57 to 0:88 
; tof; 
Breeiinet.. | '.~ . | 4, toe, &3 to dp, T°32 to*5°0 
ioe... | ay to co; Uetores 1:04 to 3°16 
) 





1 Presumably made of wood. 


and flute the fundamental overpowers the formant. It is 
pointed out that not merely the range of the formant, but 
also the intensity within that range relative to the funda- 
mental, together determine the timbre; since the oboe and 
clarinet which were used gave the same range of formant, 
but the formant of the oboe overpowers the fundamental, 
hence its more piercing tone. 

The formant is then an absolute pitch theory of timbre, 
as opposed to the older relative pitch theory. It is too 
early yet to say that it 1s definitely established, but Professor 
Maller in America, using delicate sound-analysing instru- 
ments, declares his results to favour it. Probably both 
the absolute and the relative pitches affect the matter. 

The remarks in the preceding chapter on coupled systems 
‘apply with equal force to a reed instrument. ‘The reed 
_ fulfils the function of exciter, the column of air determines 
the note produced. \In order that the air may predominate 
over the cane, the mass of air set in vibration must be large, 
and the coupling must be fairly tight; otherwise the 
reed will escape from its bondage and vibrate on its own. 
The “quack” produced by an unskilful player on a badly 
made instrument is the reed’s own inharmonious music. 
The coupling is loosed if there is a leak between the air 
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column and the reed, e.g. due to a badly fitting mouthpiece 
joint. Under such conditions the reed cannot readily be 
pulled out of its natural frequency, with the result that 
successively lengthening the column of air will lower the 
pitch of the instrument only a little, and then it will jump 
back (cf. the theory of the flute). But with tight coupling 
another default must be guarded against. If the reed be 
too stiff and strong, the two parties in the coupled system 
will pull at sixes and sevens, and cease altogether to func- 
tion, or at any rate will render the player’s task very diffi- 
cult. Hence the reed should be pared down light and 
thin. More on this matter in the fifth chapter. \ : 

Unlike the flute, the embouchure of a reed instrument 
is a node of the air’s vibration. The experiments of M. 
Carriere on the coupling between a reed and an air column 
show that the relative phase of the reed’s vibration and 
that of the column depend on how far they are removed 
from resonance. When the wave-length of the column of 
air 1s longer than that of the reed (which 1s the usual case 
with the clarinet and oboe) the air pressure is least at about 
the same instant when the reed presses on ‘the table and 
shuts off the air column momentarily from the player’s 
mouth. Air enters the tube Shara when the reed gap 
is open and the pressure is a maximum. _ 

The clarinet 1s therefore a pipe closed at one end, and, 
in view of what was said in the first chapter, even harmonics 
will be absent from the sound it gives, and it will overblow 
to the third harmonic (a twelfth above the fundamental). . 
The note-holes on the lower range (called the cha/umean) 
are fixed to give notes from E to dp. A vent-hole at 6 
inches from the beak is then opened to “encourage” an 
antinode in the upper part of the tube, and the player can 
then cover the range from 4 upwards. By special fingering — 


it is possible to reach cy. ‘This vent-hole need not be so 
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wide as the note-holes, for it has not to allow free passage 
of air to and fro, but merely to prevent the pressure within 
from rising above or falling below atmospheric; for this 
function a small orifice about 7g inch diameter suffices. 

Plate VI, p. 51, shows two of Prof. Miller’s records of 
the wave-form of the tone of a clarinet (Fig. 2) in the lower 
register, where the wave has additional “‘kinks’”’ superposed 
on it, due to the prominent third and fifth harmonics, and 
(Fig. 3) in the upper register, where the higher overtones 
in the sound are prominent, and, being a little inharmonic 
to the true harmonic series, make “‘beats’”’ with each other, 
which beats can be seen in the slow waxing and waning 
—repeated nearly three times in the section of the film 
reproduced—on the faster vibrations of the tones them- 
selves. 7 

Owing to the small mass of air in vibration, notes from 
f to db are weak and ineffective. Moreover; some of the 
upper notes tend to be out of tune with the lower, because 
the twelfth vent-hole is the same for all notes in the upper 
register, whereas the position of the extra antinode should 
vary. The player can remedy this, by shortening or length- 
ening the free portion of the reed between his lips, or by 
pressing harder upon the root of the reed, 1.e. by working 
upon the other member of the coupled system. ‘The in- 
fluence of a bell-shaped end will be discussed under brass 
instruments, but obviously that influence diminishes when 
several of the lower note-holes are open. ‘The calculation 
of the relation between the note-holes and the fingering 
proceeds in the same way as in the flute (see Appendix). — oe 

The oboe differs from the clarinet in two important 
respects. Firstly, it has two reeds beating together instead 
of a single reed beating against a rigid table, Secondly, 
it has a conical instead of a cylindrical tube, the reed being 
at the apex of the cone. Oboe reeds are much finer and 
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lighter than those used on clarinets and are bound together 
by a thread at their roots, and thus placed in a metal staple 
which adjoins the narrow apex of the conical column of air 
(Plate VIII, Fig.:2),. The reeds normally leavemae 
narrow ©-shaped orifice at their free ends. When in 
vibration they alternately open and close this gap; this they 
do under the action of the player’s breath as they are held 
in his mouth. In consequence of their lightness very little 
wind is required in blowing the instrument, and the pres- 
sure of the lips has not to be adjusted to a nicety. 

The note produced by the system is governed by the 
conical column of air. The sound-producing properties 
of such a column differ from those of a cylindrical column. 
In the latter the walls are parallel and we have to deal with 
plane waves advancing in the direction of the axis of the 
pipe, in the former we have spherical waves diverging from 
or converging on the vertex.of the cone. By mathematical 
analysis too involved to be given here, it can be shown that 
the harmonics of a conical column closed at one end and 
open at the other are the same as those of a cylindrical 
column open at both ends, and of the same length, 1.e. the 
full harmonic series, and not the odd ones only as in the 
clarinet. 

We can show this experimentally by taking a cone, a 
cylinder open at both ends, and a cylinder closed at one 
end (Fig. 13). “[hese—the first pair of nearly equal length, 
the last of half this length—are chosen so that all resound 
to a fork held over an open end; this 1s, in fact, their funda- 
mental tone. Now, if I take a fork an octave higher, the 
doubly-open tube resounds to it, the cone closed at one end 
also reinforces the fork, but the cylinder closed at one end 
(clarinet type) remains silent. All three respond to a fork 
of the twelfth. 

The complex note given by the oboe (Plate VI, Fig. 4, 
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Fic. 3— MOUTHPIECES. 


Top Row: Trumpet and French Horn. 
Bottom Row: Tuba, Trombone, and Cornet. 
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p. 51) contains the whole series of harmonics, with a heavy 
preponderance of some of these over the fundamental 
(cf. p. 59), hence the “reedy”’ tone. Moreover, overblowing 
produces first the octave. In consequence, fewer note- 
holes are required than on the clarinet. The fundamental 
of the complete tube is B. By successively releasing two 
extension keys, and uncovering the six note-holes, we rise 
to c; re-covering the six holes and opening a vent-hole 
gives us 4, and the notes of the next octave; a second 
vent-hole allows of overblowing to the third harmonic, 
Peace twelfth. 

The analysis of the fingering is the same as that of the 
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Fic. 13.—Resonance to Pipes of Various ‘Types. 


flute, i.e. that for a doubly open pipe; provided that the 
cross-section S, which is a gradually increasing quantity 
on the oboe, be measured below the note-hole 1n question. 
The bass clarinet (being a larger edition of the clarinet) 
and also the cor anglais do not introduce any fresh scientific 
principles, but the saxophone (Plate VII, p. $5) is of 
interest, as being a cross-breed between the two types. 
The simplest way to describe the saxophone 1s to say that 
it is an oboe tube of metal provided with a clarinet reed 
and mouthpiece. In virtue of the conical column of air 
it has the full range of harmonics, and overblows to the 
octave—an excellent illustration of the fact that it is the 
A.O.I. 65 E 
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column of air which determines what harmonic is produced 
by overblowing, not the reed. The fingering is then the 
same as that of the oboe. The reed being stouter and 
more massive, gives the reed (and therefore the player 
acting on it) greater control over the vibrations of the sys- 
tem, but the combination does not seem altogether a happy 
one. Although the tone of the instrument is not unplea- 
sant, the struggle between the reed and the air column leads 
to a halting speech, sometimes with introductory “‘buzzing”’ 
on the part of the reed. To reduce damping of the air’s 
vibration, and so to give it greater chance to overpower 





Fic. 14.—Reed Organ Pipe. 


the reed, the note-holes are wide—especially on bass saxo- 
phones—and are all worked by keys, as they are too large 
for the fingers to cover completely. 

On some of the bass wood-wind, the bassoon notably, 
the finger-holes are drilled obliquely through the wood to 

bring them within reach of the fingers. This causes the 
impedance of these holes to the aerial motion to be very 
great, thereby rendering these notes feeble and uncertain. 
The method used on the larger saxophones, of controlling 
every hole by levers, possesses the advantage that the holes 
can be made wide and be covered by correspondingly wide 
pads, so that the impedance is reduced, though at the cost 
of greater expense. 

For comparison with the mouthpieces of these orchestral 
instruments, Fig. 14 shows a section of the “boot” of a 
reed organ pipe. ‘The pipe and reed are tuned to the same 
frequency, so that the system works “‘at resonance,” unlike 
the orchestral types, the tuning being accomplished by a 
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spring which presses on the reed near its clamped end, 
shortening or lengthening it at will. Plate IX, Fig. 1, 
shows two reed pipes, designed to imitate orchestral instru- 
ments, one of the oboe type (conical tube) and one with a 
horn. 
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N brass instruments the column of air is excited by the» 
player’s lips extended across the mouthpiece, and set 

in vibration by his breath. ‘The player’s lips function like 
an oboe-type reed. It might be thought that there would 
then be no difference in the working of these systems from 
the reed instruments of corresponding shape, except that 
since the days of the extinct key-bugle, there are. no note- 


holes for varying the effective length of the vibrating — 


column of air. This is not so, however, as the size and 
shape of the mouthpiece exert an important and hitherto 
unexplained influence on the tone of the system. Plate 
VIII, Fig. 3, p. 63, shows the shapes of mouthpieces 
commonly employed on orchestral brass. 

They vary in shape from the pure cup (hemisphere) of ~ 
the trumpet to the funnel of the horn, and in size from the 
cornet to the tuba. The narrow end of the mouthpiece 
forms a tight fit into the body of the instrument, while 
the wide circular end fits over the centre portion of the 
player’s lips. ‘The player buzzes the note which he‘desires 
to produce, tightening and confining the vibrating portion | 
of the lips for the high notes, holding the lips very loose 
for the bass notes, since the lips have to vibrate with the 
same frequency as the note of the column of air, and the 
higher this is, the greater stretching force and smaller 
vibrating mass is required of the “reeds.” If the mouth-— 
piece debouches on the tube with a sharp flange, as in the 
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cup form, the tone is brilliant in the sense that the higher 
harmonics are favoured. Playing becomes more difficult, 
for the adjustment of the lips and their position relative to 
the cup becomes more delicate, but once this adjustment 
is correctly made, the note comes out with great éclat, in 
the “‘blare’ characteristic of such instruments. On the 
other hand, a tapering junction between mouthpiece and 
tube proper favours mellowness of tone, which though soft 
is produced without great expenditure of energy or finesse, 
but the vibration of the lips is more readily damped. We 
will attempt to explain the difference in terms of edge- 
tones. 
| Y When a jet of air issues from a circular orifice there 1s a 
tendency for it to curl up into vortex rings, though with no 
definite spacing between them. ‘This is noticeable when 
smoke is issuing from a stack (Plate XIII, Fig. 1, p. 97). 
We may, however, range these vortex rings into an orderly 
procession by a process similar to that which we employed 
for the jet from a linear slit, i.e. make the issuing fluid 
strike an edge; but, in this case, it must be a circular edge, 
such as the open end of a pipe, or a hole ina plate. Under 
such circumstances the distance between successive vortex 
rings becomes equal to, or a sub-multiple of, the distance 
from the orifice of the jet to the circular edge facing it. 
- The same edge-tone law relates the pitch of the note due 
to the vortices striking the edge with the velocity of the 
jet and with the distance from orifice to edge. By making 
this last distance very small, we can get notes very high- 
pitched. A familiar use of such a vortex system is made 
in the bird-call or decoy (Fig. 15). This consists of two 
thin metal plates fixed a few millimetres apart and parallel 
to each other. ‘'wo very small holes are drilled in these 
plates exactly opposite to each other. On blowing through . 
one hole towards the other, a note is produced whose pitch 
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is governed by the general law of edge-tones. Now, in the 
trumpet mouthpiece we have such afsystem, but complicated 
by the fact that the walls of the orifice, 1.e. the tissue sur- 
rounding the gap through which the breath 1s issuing, are 
themselves vibrating with the desired frequency. If that 
should correspond to the edge-tone produced by the vortex 
rings striking the flange, this tone will be assisted; and if 
again this corresponds to one of the notes of the trumpet 
column we have a tripartite system in resonance, and the - 
note will be produced with intensity and brilliance. The 





Fig. 15.—Decoy. 


formula for the normal production of these edge-tones 
then becomes: 


Pitch of edge-tone 
Es 4 (Velocity of issuing breath) 
Distance from lips to mouthpiece flange 


So, to produce a high note, the player should, beside adjust- 
ing the tension on the lips, push the lips in towards the 
flange and/or increase the speed of the blast. P 

On mouthpieces of the horn type there is no flange and 
therefore nothing. definite to form an edge-tone, hence the 
player is deprived of its help, with the result of a soft tone, 
not needing adjustment of the position of the lips, but 
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merely of the pitch of their vibration—a simpler if less 
effective sound-producing system. 

One may remark here on the analogy of the French 
horn to the voice considered as a wind instrument. ‘The 
vocal cords vibrate in the same fashion as the lips of the 
horn player; the larynx above replaces the mouthpiece tube 
and leads to the reinforcing air cavities of the system, the 
mouth, nose, etc. It appears that there is nothing corre- 
sponding to a sharp edge for the vortices, which issue from 
the slit between the vocal cords, to strike against. ‘There 
is a possibility that the false vocal cords perform this 
function, though they seem to be too close above the 
true vocal cords to be effective in this way. So it seems 
that the voice possesses the flexibility and mellowness 
of the French horn with this added advantage, that the 
singer can alter the size and shape of the resonating volume 
of air. 

y In support of our assumption as to the function of the 
edge-tones in these mouthpieces we may cite the varying 
depth of the cup in instruments of different size and there- 
fore operating in different regions of the musical scale. 
In accordance with our formula, the depth of the cup is 
greater on the bass instruments. The table on the next 
page shows this depth together with the breath velocity 
required to produce an edge-tone at the pitch of the lowest 
note employed on the instrument—this is not necessarily 
the fundamental of the column of air. ‘This breath speed 
has been calculated on the assumption that the vortex 
rings are at a spacing equal to the depth of the cup from 
hole to flange, and therefore that the lips are flush with 
the opening of the mouthpiece. As the blowing pres- 
sure is roughly proportional to the square of the blast 
velocity, the last column gives the theoretical blowing 
pressure. 
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Cup Depth x ; 
he ee 1 Theoretical 









Re PoE Blast Velocity. ba 
(mm. sec.) 
‘Trumpet 14,600 121 
Horn 15,300 123°5 
Alto 15,100 L228 
‘Trombone . 14,900 122 
‘Tuba 12,600 IIO 






It will be observed that the depth of the mouthpieces, 
with the exception of the tuba, are almost in the proportion 
required to give the same blowing pressure and therefore 
same breath velocity for the lowest note on all the instru- 
ments. This is a desideratum, as it equalizes the efforts 
of the players on the various instruments. For this condi- 
tion to be exactly fulfilled it is necessary that the depth of 
the cup should bear an inverse proportion to the frequency 
of the lowest note to be produced. To aid the player in 
forming his lips for a low note the width of the flange of 
the cup should be increased for a low-pitched instrument. 

It is possible to measure approximately the blowing 
pressure used, at the risk of some inconvenience to the 
player, by introducing the end of a little pressure gauge 
into his mouth. This gauge consists merely of a glass 
tube bent into a U-shape containing a little water, the 
other end being open to the air. On a given instrument 
the blowing pressure increases as the logarithm of the 
pitch, if the intensity of the note is kept constant. This 
we should expect from our edge-tone formula. On valve 
instruments, where it is possible to produce the same note 
from a longer or shorter column of air, the mode of produc- 
tion does not affect the blowing pressure, for the edge- 
tone is unchanged. 

Since note-holes are not provided on the brass, the instru- 
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ments consisting of a simple tube ending in a bell, like 
the post-horn bugle and natural horn, have their musical 
activities confined to the fundamental and harmonics of the 
air column. As the tubes are generally long and narrow, 
it is often impossible to produce the lowest of the series, 
and for musical purposes the available notes start with gate 
octave of the fundamental. 

“As to the quality of the notes from brass instruments, 
we have already discussed most of the determining factors 
either in this or the preceding chapters. Apart from the 
contribution of the mouthpiece, the note of the column of 
air is affected by: 

(1) The shape of the tube, conical or cylindrical. 

(2) The scale of the tube. 

(3) Ihe thickness of the brass walls. 

(4) The shape of the bell. 

The expansion of the tube at the bell exerts a consider- 
able influence on the quality of the instrument. Speaking 
generally, one may say that this departure from the simple 

_ cylindrical form has three effects: (1) to introduce the even - 
partials, which, as we have seen, . are absent in the simple 
stopped cylindrical tube—for the tube is virtually “stopped” 
by the lips; (2) to reduce the intensity of the higher partial 


tones; (3) to radiate the sound more efficiently into the 


atmosphere 
(2 he tubes of most brass instruments—the trombone is a 
| table exception—widen out from the mouthpiece in 
approximately “‘exponential’’ form. ‘The characteristic 7 
, property of an exponential section is that it expands in, 
such a fashion that the ratio of the widths of sections at) 
unit distance apart along the tube is a constant quantity: 
In Fig. 16 is shown the section of an ‘“‘exponential horn” 
for which this ratio is equal to 17/14. ‘This ratio may be 
taken as a measure of the ‘“‘flare’”’ of the tube: we will call 
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it the flare coefficient. In the table are shown the approxi- 
mate flare coefficients calculated from the ratio of the end 
areas of the tubes divided by their length for certain instru- 
ments which the author has measured. With the excep- 





Fic. 16.—Exponential Flare (Coefficient 17/14). 


tion of the French horn wherein the flare coefficient remains 
constant right up to the end, a more sudden expansion 
than these numbers indicate occurs at the final flange of 


the bell. 








Flare Coefficient (between 





Unetrenents beginning of flare and bell). . 
2 
rom bones 0 easter eee I*3 
French 3 oro areca. eee ; 125 
Cotnet} <a (4S poe 1°25 
‘Trumpet. .5.° See ene 1°25 
Luba) 552" eee eee eee I°t 








Above the horn of Fig. 16 is shown the method of design- 
ing a horn to a given flare. On the base line at A two 
lines are erected, AB and AC, with lengths in the ratio of 
14:17 (in this case). The other end of the base line Oy 
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is joined to B and C by two lines. A line is then run out 
horizontally from B till it cuts OC at D, where a perpen- 
dicular is dropped to the base. Proceeding in this fashion 
a series of steps (15 1n this case) 1s obtained, such that the 
height of each is 17/14 times the preceding step. ‘These 
fifteen vertical lines are now set out on another base line 
at equal horizontal distances apart, which gives the curve of 
the horn. 

The formula which gives the resonant frequencies of 
/ the column of air in an exponential horn is the same as for 
~ an open pipe, plus a correction depending on the flare. 
_ This correction is the same for all frequencies, so that its 
_ relative effect on the higher overtones will be small, and 
as the player rarely uses the two lowest notes of the harmonic 
series available from the horn, this defect of intonation is 
not marked. | 

The exponential horn has the advantage that the gradually 
increasing curvature forced upon the sound waves which. 
leave the mouthpiece and pass down the tube transforms 
them more readily into spheres diverging from a point 
just beyond the open end, whereas the waves passing down 
a cone without a bell have their curvature suddenly changed 
at the open end. In consequence of the less abrupt “‘turn- 
over” to the atmosphere of the curves in the first case, the 
flaring horn sends out sound more efficiently into the 
auditorium. Of the two reed pipes in Plate IX, Fig. 1, 
p. 67, apart from difference of timbre, the ‘‘straight cone” 
will be less efficient as a sound-transmitter. 

By using the “exponential formula’ an instrument- 
designer can calculate the best flare for a tube of given 
lengtht In actual manufacture the tube is made conical 
for the early part of its length and then widens out, but the 


1 For the mathematical. theory of the exponential horn, see Crandall: 
Vibrating Systems and Sound, pp. 157-74. 
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calculation still holds within the limits of construction. If 


/ you give a tube a large flare you reduce the intensity of 


the upper partials in the note and render it more mellow. 
Compare the French horn with the cornet. Fig. 17 shows 
the rapid drop in the height of the resonance peaks of a 
horn of moderate flare. It is well known that exponential 
horns of considerable flare are used on gramophones and 
loud-speakers. ‘The function of these is just opposite to 
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Fic. 17.—Resonance of Exponential Horn. 


that of a brass instrument. ‘The designer of the latter 
wants very definite resonance at certain frequencies; the 
man who designs a gramophone horn wants equal responses 
at all audible frequencies corresponding to the dotted line 
on the figure, and no marked resonances with annoying 
distortion of the music; that is why he employs a very 
flaring horn which will respond uniformly to the whole 
gamut. This fact should warn the designer of brass instru- 


/ ments against employing bells of large flare, lest by so 


doing he renders the tone dull and the natural frequencies 
of the instrument ineffective and difficult to pitch on. If 
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in doubt, give a player a loud-speaker horn for a brass 
instrument! 

In considering the characteristics of the individual brass 
instruments we will commence with the French horn 
(Plate X). We have already traced its peculiar timbre to 
the unbroken shape of its mouthpiece and the rapid widen- 
ing out of the bore and bell in relation to the length of the 
tube. Owing to the non-resonant form of the mouthpiece, 
the player has a greater facility to correct, by means of his 
lips, any fault of intonation in the notes of his instrument; 
but he lacks the intensity obtainable from other members 
of the brass family. Nevertheless, the player on the natural 
horn in FF could produce only the harmonic scale (minus 
the fundamental) from his instrument, by the aid of the 
lips alone. ‘The fundamental of the instrument could be 
lowered a semitone by introducing the hand partially into 
the bell, and a new series of harmonics based on EE were 
available. The old horn-player had still another dodge 
for use: this was to introduce the hand, fingers foremost, 
completely into the bell to produce certain extra notes. 
This had practically the same effect as the modern pear- 
shaped mute. 

Prof. Kirby notes the possibility of producing chords 
on the horn by setting the pistons and lips to give one 
note and humming another, but it is doubtful whether 
this can be done when the two notes do not both form 
part of the harmonic series of the instrument, that is to 
say, the humming probably serves to emphasize one partial 
tone which 1s already present in the column of air in the 
instrument. 

But the apparatus which gives to all modern orchestral 
brass, with the exception of the trombone, its characteristic 
appearance, is the pistons and crooks. ‘These embellish- 


ments were introduced in order to give these instruments 
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equal facilities with the wood-wind for playing modulated — 
music, by providing a complete chromatic scale. Obvi- 
ously, if we can open out the tube at some portion of its 
length and introduce an additional length of tubing— 
called from its shape a “‘crook’’—we lower the fundamental 
of the column and have an instrument which gives the 
harmonic series of a new fundamental. We increase 
materially the number of notes playable on the instrument 
if this added crook, instead of being an occasional addition 
to the instrument, is permanently fixed thereto, but nor- 
mally closed by a valve or piston, except when the player 
desires to use one of the notes of the new harmonic series. 
It will readily be perceived that, with severai such crooks 
available, the gaps in the scale can be bridged—nay, more 
than bridged, for some notes will be obtained on more than 
one crook. Seeing that more than one crook can be added. 
to the tube at the same time by depressing the appropriate 
pistons, three valves are found to be sufficient on the horn 
to cover the chromatic scale from F upwards. 

The use of two or more pistons leads to faulty intonation 
unless a compensating device is employed. Thus, if the 
first piston alone introduces a crook which lowers the 
fundamental by a semitone, while the second piston alone 
lowers it by a whole tone, the two used together might be 
expected to lower the pitch by three semitones, and at first 
sight it seems that this desideratum is effected. But the 
first increases the speaking length in the ratio 15 : 16, and 
the second in the ratio 8 : 9s and hence the two topetbels 
lengthen it sy i + += 34%, which is less than the increase 
necessary, 7s'9, for three semitones. ‘To overcome this fault, 
short compensating tubes are added which come auto- 
matically into action only when the appropriate combina- 
tion of pistons is pressed, and which bring the total added 


length to the amount necessary (Mr. Blaikley’s system). 
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The three pistons on the horn actually produce lowerings 
of one, two and three semitones respectively when used 
separately. | 

It is to be noticed that these crooks, being of cylindrical 
bore, introduce a change of form into the middle of the 
tube, and to this is ascribed the somewhat trumpety tone 
of the valve-horn as compared to the old natural horn. 
On one system (Rudall Carte) this change of form is obviated. 

The trumpet (Plate X) is cylindrical: in form for about 
three-quarters of its length, it then widens conically, end- 
ing in a moderate flare at the bell. | Owing to the very 
definite cupping of the mouthpiece, the player must get 
resonance between the edge-tones there produced and the 
column of air, in order to make the instrument speak effec- 
tively, and cannot coax it into or out of tune by his lips. 


The noble retinue of harmonics to which the characteristic 


blare is due must be ascribed to the narrow bore of the 
tube and moderate expansion in the bell. ‘The cornet is a 
smaller edition, having a wider tube and flange, and conse- 
quently less brilliant tone. Both are provided with three 
valves, and besides these there are other loose crooks which 
may be added if time is allowed in the performance for 
their afixing, which produce more permanent changes of 
the fundamental notes of the instrument. Latterly these 
changes have been made automatic: cf. the rotary valve on 
Plate X. As the cornet is a transposing instrument, these 
added crooks do not affect the player’s fingering. ‘he 
instrument is set to produce the written note, but the actual 
note depends on the crook which has been added; the actual 
note answering to the composer’s intention. Crooks of 
considerable length are not to be recommended, for the 
pistons and compensating pistons are designed for a given 
total length of tube, and if this length be changed the valve- 
tubes will be in faulty intonation among themselves. A 
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mute of pear-shaped metal may be added which practically 
makes the instrument a cylindrical pipe, stopped at both 
ends. AA stifled effect is produced if this is blown gently, 
but blown fortissimo a quite new metallic timbre is produced 
in which the higher overtones predominate, and which is 
apparently an essential feature of Eastern slave-markets. — 
A mute on an instrument of conical bore produces an even 
more raucous noise when overblown, for the tones of a 
cone closed at the wide end form an inharmonic series in 
the ratio: 1°43, 2-46, 3°47, 4°47, 5°48, 6te 

The tubas and saxhorns are constructed on the same 
principle. ‘They are another hybrid invention of Adolphe | 
Sax. The tuba is a cone of comparatively wide angle like 
that of a horn, but a cup-shaped mouthpiece is fitted. On 
the true tuba, of which the euphonium is an example, the 
tube 1s very long and expands to a foot or more in diameter 
at the bell flange. Owing to the fact that the average 
width of the bore is so large and that the cup of the mouth- 
piece is so deep (cf. p. 73), it is possible in these instru- 
ments to produce the fundamental, which on the bass-tuba 
is as low as FF; or even a few forced notes be/ow this, by 
employing a very loose lip. To fill the gaps chromatically 
four valves are necessary. ‘These instruments are much 
employed to fill in the bass of military and other outdoor 
bands on account of the power which such a large vibrating 
mass of air as they contain is able to put into these low notes. 

The trombone (Plate VII, p. 55) differs from all other 
wind instruments in respect that there are no fixed lengths 
to the column of air producing the notes. By the use of 
the “‘slide’’—a long U-shaped crook which can be tele- 
scoped over the mouthpiece end and bell end of the tube, 
without allowing of pressure leakages—it is possible to 
alter the length of the tube continuously, instead of step by 
step. No valves are necessary, as the player can readily 
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cover the chromatic scale by employing the harmonic series 
of a tube of any length he chooses between the limits of the 
stretch of the slide. Eight positions of this infinite variety 
of tube-lengths are found sufficient in practice, but these 
positions need not become stereotyped, for the trombone 
shares this advantage with the strings, that the player can 
make his own notes, adjusting the position of the slide to 
get just intonation. By continuing to blow while moving 
the slide he can pass continuously through a series of notes 
in that portamento which 1s only too common at the present 
time in trivial music. 

The bore of the trombone is cylindrical except at the 
end where it widens out into the bell, and therefore its 
tone partakes of the character of the trumpet, but with 
the even harmonics less marked than the uneven ones. It 
would not be possible, of course, to apply the slide to any 
but an instrument of constant bore throughout the great 
part of its length. 

The slide form of brass instrument involves fewer con- 


-volutions of the tube than those types in which the sound 


has to traverse a tortuous path through a number of valves 
and crooks. Although it is sometimes thought that the 
sound is guided round these bends like a flow of gas along 


_a conduit, there is evidence to show that the sound waves 


proceed by a series of reflections off the walls of the tube 
round such a bend, with a little loss of energy at each 


| reflection. Although this loss is small, in virtue of the 


fact that the metal is so rigid, yet the straight tube of the 
old post-horn, now enjoying a resuscitation in the “‘straight”’ 
trumpet, was, in this respect, a better form. This latter 
type of trumpet—sometimes called the Bach trumpet— 
has, it is true, its unswerving length broken by the insertion 
of the three pistons with their accompanying “bends,” but it 
seems to possess a brilliance not to be attained by the more 
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familiar curled type. It is tuned by inserting an additional — 
straight joint of tube near the mouthpiece, 1n place of a crook. 

In Plate XI are shown reproductions of Dr. Mary 
Browning’s records of a number of sound changes by a 
professional player on the cornet and trumpet. ‘The first 
shows a series of detached notes going up the scale marked 
in Tonic Sol-fa notation on the record. The rise in pitch 
is well shown by the increasing closeness of the vibrations. 
Notice that the vibration never dies down entirely between 
the separate notes although the scale was not slurred, and 
the different times spent by the player on individual notes. 
The second shows a rapid reiteration of the same note by 
striking the lips with the tongue. ‘The triple tonguing 
used here is shown by the triple swelling out of the record. 
The third record is of a slurred jump from c, to f; the time 
taken from « where the change begins to y where the new 
note settles down is about one-tenth of a second, and is 
filled with irregular “‘beating’’ between the old and new 
notes. Number four is a “turn” round a main note of 
frequency 538, the turn starting at z; the alternation 
between shorter and longer waves 1s seen to be very rapid. 
The alternation of successive notes is still more obvious 
in the last pair of records, which are shakes on the C 
trumpet, firstly between f# and g—the g is an “open” note, 
and the f# is produced by depressing the second valve— 
and underneath is a shake on the low B. In both of these 
the duration of the pair of notes is unequal, and in the for- 
mer the open g persists throughout, giving throbs with the 
f#. The pair of notes—one unit of the pattern—take 
about one-eighth of a second. ‘The general conclusion 
drawn by Dr. Browning is that the ear is less sensitive to 
the changes of sound than is the apparatus used as detector, 
and she remarks: “It 1s well for the acceptance of the current 


standard of playing that the ear is not more keenly critical.” 
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PERCUSSION 


HE instruments whose vibrations are excited by a 

blow may be divided into three classes, according 

to the vibrating system used: as bars, plates or membranes, 

and bells. ‘The pianoforte family ought to come 1e under this 

classification, but they are usually classed along with the 
bow instruments. 

When the vibrating material is a bar or a strip of wood or 
metal, it may be either clamped tightly at one end, leaving 
the other free to vibrate,\or it may be lightly supported at 
two points. The reeds of the wood-wind and of the 
harmonium are fixed in the former fashion. Such bars are 
not used alone in the orchestra, as their output of energy 
is weak and the noise they produce rather discordant. 
This is because a bar or reed clamped at one end does 
not give the natural series of harmonics, but a series of 
tones the ratio of whose frequencies is much more complex. 
When the vibrating reed is coupled to a resonator or other 
cavity of air such as that in the clarinet, the tones of the 
cavity are harmonic and therefore smother the inharmonic 
overtones of the reed.» This principle is used partly with 
the object of cutting out these discordant overtones, and 
partly to reinforce the fundamental of the bar, in certain 
keyboard instruments containing graduated bars fixed over 
_ the mouths of tuned resonators (ce/esta) or tuning forks whose 
stems are stepped into “resonance boxes.” Plate XII, 
Fig. 2, shows a series of such forks with resonance boxes 
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containing cavities of air tuned to the fundamentals of the 
forks. The cavity, of course, decreases in volume with the — 
size of the fork, 1.e. as the pitch goes up. The factors 
on which the pitch of such bars or reeds depend are the 
elasticity and thickness directly, and the length inversely. 

The xylophone is the only orchestral example of the 
‘supported bar’ instrument. ‘The bars are of hard wood 
pierced at two points about a sixth of the length from 
each end and held at these points by loosely fitting screws 
ina rack. These points are chosen as being nodes of the 
bar when it 1s vibrating transversely with antinodes at the 





Fic. 18.—Mode of Vibration of Supported Bar. 


ends and intermediately. Wecan show the correct position 
for the nodal supports by laying a bar of metal sprinkled 
with sand on two little prisms, and bowing or striking one 
end with a rubber hammer, while the finger keeps it down 
on its supports. When the correct position for the sup- 
ports have been found, the sand will be thrown off the centre 
segments of the bar (Fig. 18). 

The pure tone of the xylophone, which is well known if 
only from Saint-Saéns’ use of it in the famous Danse 
Macabre, is due to the fact that the overtones have nodes 
at other points and so are not excited. Resonators are 
sometimes added, but these are only reinforcers. 

The note of the triangle—a steel rod bent to this shat 


go 











Fic. 2—SET OF TUNING FORKS ON RESONANCE BOXES. 


Pirate XII 
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hung from one end—contains many neighbouring over- 
tones forming an indefinite noise, and, as a rhythm marker, 
is not tuned to a definite pitch. 

The drums employ a vibrating membrane stretched over 
an air cavity of cylindrical or hemispherical shape. ‘The 
possible modes of vibration of a drum-skin are governed 
by the stationary nodes which may form on the membrane. 
These nodal lines are either diameters of the membrane 
jor smaller circles within its circumference. We can 
»¢ demonstrate their existence by Chladni’s device of strewing 
sand over the vibrating surface.. The sand collects in the 
places where there is no up-and-down motion of the skin. 
Since the membrane at its circumference is fixed to the drum, 
this circle is always a node. 

The simplest mode of vibration is, then, that in which 
the whole surface of the skin moves up and down within 
the limits of the restraint imposed by the attachment. 
This gives the fundamental tone. The next is due to a 
single nodal diameter; in this case, while the left-hand 
section moves down the right-hand is moving up, and, to a 
certain extent, the two halves “‘interfere’”’ with each other’s 
influence in the surrounding air. Proceeding in order of 
pitch, we have two nodal lines, then one nodal circle, etc. 
These nodal lines and relative pitch to the fundamental are 
shown in Fig. 19. 

It must be understood that when the skin is struck all 
these tones generally combine to form the characteristic, 

rapidly damped, noise of the drum, and it will be observed 
from the irregularity of the pitch ratios that this noise 1s 
inharmonic. ‘Thus the sixth of the series is a little less 
(2:92 instead of 3) than three octaves above the fundamental. 
Apart from the fact that a padded stick gives prominence 
to the lower tones, some of the more objectionable overtones 
can be removed by employing a principle common to all 
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instruments having membranes or strings, 1.e. that those 
overtones which would have a node at the point of excita- 
tion are silent. This is not strange considering that the 
point in question is most violently agitated, whereas such 
an overtone requires it to be still. Thus by striking the 
drum at half the radius from the edge, as do most players, 
the tone with one nodal circle (frequency 2-3 times the 
fundamental) as well as higher ones 1n the series are cut out. 
The technique of drumming consists mainly in a quick 


7 175g. 
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Fig. 19.—Modes of Vibration of Drum-skins. 


removal of the stick to prevent the vibrations being rapidly 
damped. 

The fundamental of the drum-skin is inversely pro- 
portional to the diameter of the skin, and directly as the 
square root of the tension in it, which alone can be altered. 
It also depends on the material of the skin, varying in fact 
inversely as the square root of the weight of unit superficial 
area of the skin. ‘This is, of course, for a skin of uniform 
texture; but it has been proved theoretically that if the 
weight or thickness of the skin increased progressively from 
the rim to the centre, the tones would be harmonic to one 
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another. ‘This is interesting as Prof. Raman has noticed 
certain Indian drums in which the skin is loaded beneath 
by a bag of iron filings getting deeper towards the centre. 
Some such expedient might be employed in orchestral 
drums to purify the tone, though it must be confessed 
that such loading would act as a rapid damper upon the 
vibrations. 

It might be thought that the inharmonic series of tones 
proper to a membrane would preclude its employment as a 
musical instrument. As a matter of fact, most drums are 
mere rhythm markers, and the inharmonic complex note 
which they give is not meant to form part of the harmony. 
Exceptionally the kettle-drums (timpani) are tuned toa 
definite pitch. These have skins stretched over cavities 
of air in shell-shaped cases, the tension in the membrane 
being adjustable by turning-screws. ‘The size of the air 
cavity ought to be chosen to give the same fundamental 
pitch as the skin, in order that, in the coupled-system 
membrane + cavity, the inharmonics of the former might be 
eliminated for the same reason as those of a reed in a 
reed instrument. ‘This would require one drum to every 
note required by the composer, but usually the latter 
limits himself to write for two or three drums at a time, 
directing the player to retune the skin when a new key 1s 
required, so that resonance between the skin and the 
cavity of air cannot be secured. 

The military drum is interesting for the fact that it 
employs one skin at each end of a cylindrical drum, the 
lower one being crossed along a diameter by a stretched 
piece of gut or steel wire called a snare. ‘The upper skin 
is played upon by the drum-sticks, the lower then vibrates 
in sympathy, and in doing so beats upon the snare, producing 
a peculiar rattling timbre. 

In the orchestra the nearest approach to the vibrating 
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metal plate is afforded by the cymbals. ‘Theoretically, a 
membrane possesses no elasticity of its own, it vibrates 
only when stretched. A plate possesses sufficient stiffness 
to vibrate without this aid, as, for instance, when it is 
dropped onthe floor. Alternatively a plate may be regarded 
as a very wide metallic reed. 

The cymbal consists of a circular plate sunk at its centre, 
where it is supported by the handle. Consequently, the 
centre is always a node. Substituting a plane circular 
plate, the possible modes of vibration, with their cor- 
responding nodal lines (diameters or circles), can be shown 
by strewing fine sand and tapping with a light hammer. 
Photographs of some of these sand patterns corresponding 
to higher members of the inharmonic series of overtones are 
shown in Plate XIII, Fig. 2. 

Very often when the cymbal is struck with a drum-stick a 
waviness in the tone may be heard: this is due to the fact 
that the nodal lines tend to rotate, causing sections in 
opposite phases to pass in succession before the listener, 
thus giving a slow rise and fall in intensity. 

Bells are often employed in the percussion department. 
Their genesis is the bent plate, and they may be regarded 
as an extension of the cymbal. From the physical point of 
view the half-shell of uniform thickness is the simplest 
type. Chinese bells are of this type, and an ordinary 
finger-bowl held by the stem and struck on the rim gives a 
good imitation of their sound. ‘The nodal lines—in the 
simplest mode there are four—are lines of longitude to 
the hemisphere. We can demonstrate their existence in 
the finger-bowl after bowing it, by a pith ball suspended 
so as to touch each point of the rim in turn (Fig. 20). The 
point struck naturally becomes an antinode, and when the 
ball touches it and the other three ‘‘points of the compass” 
it is violently thrown off. We often find a slow rotation 
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Fic. 1.—EDDIES IN STREAM ISSUING FROM A RING- 
SHAPED ORIFICE. 





Fic. 2—SAND FIGURES ON VIBRATING PLATE (after Schulze): 


Pirate XIII 
Ag0.1% 97 G 





PERCUSSION, INSTRUMENTS 


of the nodal lines round the surface of the bell corresponding 
to that observed on the cymbals, causing to a stationary 
hearer a slow waxing and waning of the sound. 

The tinkle characteristic of bells of the above type is due 
to the predominance of the higher-pitched inharmonic 
forms of vibration over the fundamental, and it has caused 
their relegation to the “kitchen” along with the cymbals 
and triangle. In order to get a deeper and less discordant 
ring from a bell two forms are in common use. 

In that form which, from long association, is known as 
the church bell, the energy is kept in the lower partials by 





Fic. 20.—Bell-like Vibrations of a Glass Bowl. 


thickening the rim at the level where the bell is struck. 
The bell hangs down with the rim lowest, the section of 
the metal thickening to just above the rim and then gradu- 
ally diminishing to the rim itself. ‘The “clapper” hangs 
loosely inside, and when the bell is “swung”’ strikes the 
metal at its thickest circumference, called the “‘sound- 
bow.” 

The fundamental pitch of the bell depends on the internal 
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diameter; the greater this is, the lower the note. ‘This 
relation between pitch and size may be observed on the 
photograph of the Loughborough Carillon, Plate XIV. 
When being tuned the bell is placed on its crown, while a 
revolving table above supports a cutting tool which turns off 
shavings from the inside of it. To allow of such tuning, 
the bell is made a little too large in the mould. 

The results of analyses of a large number of bells show 
that the various partial tones formed by division into a 
number of segments form a series as follows: 











Approximate Relative Pitch. Nodal Lines. 
1, Fundamentals eare.: 22) 3hoursector: 
2. Octave: ,°2.° (080. 40). | > Four sectors aiacenaaees 
3. Octave and minor third . | Six sectors. 
4. Twelfth 2 2. 27 Ue) 2 HT SSixtsectorsancdani 
5. Double octaves 22.2. | Hight sectors setas 





It is to be understood that these relations are approximate 
only, as the tones of a bent plate are inharmonic, but the 
bell-founder, by adjusting the thickness at various sections, 
strives to make the lower tones as nearly harmonic as 
possible. In practice only one nodal ring is formed on a 
bell: this eliminates some of the discordant overtones 
pertaining to a plate. Besides these tones which can be 
approximately predicted by applying the theory of plate 
vibrations, there is another tone which, immediately after 
striking, overpowers these, but decays more rapidly. This 
is known as the “‘striking note,’’ and its pitch, by which 
the founder names the bell, seems to lie near that of the 
octave or second in the series of partial tones; in a good bell 
the striking note is made coincident with or harmonic to 
this second overtone, even if the other overtones have to 
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THE LOUGHBOROUGH CARILLON (Taylor & Co.). 
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be left inharmonic to each other. ‘The occurrence of this 
striking tone is very curious, and has so far baffled explan- 
ation. The partial tones can be elicited by resonance 
with a tuning fork, but not so the striking note; nor can the 
latter be picked up by a resonator, or made to produce 
beats with a neighbouring tone. 

Herr Griesbacher, who has tested some hundreds of bells, 
finds that he can make a bell resound to a fork of the 
striking-note pitch provided that the stem of the vibrating 
fork be pressed on to the rim. He seems to think that 
it is due to compressional rather than to flexural waves in 
the metal. ‘The difference may be illustrated by means of 
a metal bar. If the bar be clamped at one end and struck 
a sideways blow at the other, it executes lateral vibrations 
of a low pitch. If, however, it be held in the hand and 
struck with a hammer on the end and in the direction of its 
length, a wave of compression will pass along the bar, 
giving rise to a high-pitched note. 

On the other hand, Prof. Taber Jones, who has studied 
American carillons—founded in England, by the way— 
rejects this theory, as the dimensions of a bell do not give 
the correct pitch for compressional waves. As the striking 
note is more prominent when the lower tones are loudly 
elicited—indeed, is absent in a “‘tinkling’” bell—he sug- 
gests that it is a subjective effect, that the peculiar mech- 
anism of the ear gives the impression of this tone to the 
brain when it is jarred by the loud clang of a large church 
bell. Such subjective tones, having no physical existence 
outside the ear, and being therefore not detectable by 
resonators, are not unknown in other branches of sound. 
Prof. Taber Jones has carefully examined the pros and cons 
of this problem and concludes that the striking note 1s 
really the double octave (number 5 in the above series), 
but that its true location is masked by the general noise 

103 


THE eACOUSTICS OF 


of the bell, and the ear misjudges it to be in the lower 
octave. 

Plate IX, Fig. 2 (p. 67), shows the very complex wave- 
form, and Fig. 21 shows the relative intensities of the 
different overtones of a church bell. : 

The fifth partial is certainly very prominent just after the 
bell has been struck (cf. Fig. 214). This then rapidly dies 
out, leaving the third partial master of the field a few seconds 
later (Fig. 214). 

Needless to say, as in all instruments of percussion, the 
material of the bell plays an important réle. Elasticity of 


Intensity 
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Fic. 21.—Intensities of Partial Tones of a Church Bell: (2) Immediately 
after striking ; (4) 3 secs. after striking (after aber Jones). 


the metal and good hanging are essential for sustained 
vibration. A special alloy (bell metal; 3 to 4 parts copper 
and I part tin) has been evolved to meet that requirement. 
Silver and gold, though more expensive, are not superior 
to this alloy for bell manufacture, though steel has been 
used as a substitute. 

To save space in the orchestra and now in some organs, 
the percussion department employs suspended tubes to 
imitate the bell timbre. A number of metal tubes are 
supported on a frame by strings passing through a point 
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near the upper end, and are struck by a hammer just below 
the point of suspension (Plate XII, Fig. 1, p.g1). The 
pitch depends on the length and thickness of the metal, 
but the quality 1s complicated by the contained column of 
air. As in the kettle-drum, it would be an advantage if 
the maker chose the size and metal so that the column of 
air inside (regarded as an open pipe) resounded to the 
fundamental of the “‘bell”’ note, and so reinforced this. 
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HE vibrations of a cord or wire stretched between 
two pegs is one of the oldest ways of producing a 
musical note, and probably dates back to the invention 
of the bow and arrow. Instruments formed of a number 
of strings stretched over a frame formed part of the “‘orches- 
tras” of the ancients and all primitive peoples. ‘The ancient 
Greek philosophers investigated in a crude fashion the 
relation between the length and tension of a stretched ~ 
string and the pitch of the note given out by plucking it, 
but it was left to the Abbé Mersenne in the seventeenth 
century to give these laws a rigorous formulation. In an 
interesting treatise published by him in 1636, entitled 
Harmonie Universelle, he established that the pitch of a note 
from a stretched string— 

(1) 1s inversely proportional to its length; 

(2) is directly as the square root of the stretching force: 
as he says, if two strings of equal length and 
thickness are stretched, one requires a force four — 
times that on the other to produce the octave of 
the note of the other; 

(3) 1s inversely as the diameter of the wire, in wires- 
made of the same material. 

Thus, low pitch is favoured by length, thickness, and | 

slackness of the wire, and conversely. 

When wires of different material are used, it is found that 

the density is of import. The third relation is more fully 
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expressed by saying that the pitch is inversely proportional 
to the square root of the mass of material in unit length of 
the wire. 

Combining the second and third relations we find that 
the pitch is proportional to— 


wa Stretching force 
Mass per unit length’ 


this quantity being in fact the velocity with which the 
waves run up and down the string. 

Now when the string is displaced at any point waves 
travel to and fro along the string, being reflected at each 
end just as at the stopped end of a pipe, only with this 
difference, that the displacement—the hump on the string 
—is perpendicular to the direction in which the waves 
travel, instead of being zz this direction of travel. 

This being so, we have only to determine the distance 
between successive nodes, multiply this distance by 2, just 
as in the pipe, and we have the wave-length of the note in 
the string when so vibrating. Since the velocity of the 
waves is the product of the pitch or frequency and the 
wave-length, we must divide the expression for the velocity 
above by this wave-length, to get the pitch. Since the 
ends of the string are fixed, these must be nodes always. 
The fundamental vibration is that shown in Fig. 22¢—1in 
which the string vibrates to and fro in one loop, from 
the position shown by the continuous line to that of the 
dotted line; in this case the wave-length is twice the length 
of the string, and the fundamental tone 1s 


I Stretching force 
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Fig. 224 shows the next possible form, with an additional 
node at the centre which may be encouraged by li htly 
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touching the string at its mid point so as to keep that 
point still—this being the method adopted by the violinist 
or harpist to produce an harmonic. 

The wave-length is now equal to the length of the string 
—half of what it was—and therefore the pitch is doubled, 
since the velocity of the waves is unchanged. Thus, 
touching the centre produces the octave. Fig. 22¢ shows 
the next harmonic, three loops produced by touching at 
one-third of the length; the pitch 1s now three times that 
of the fundamental, and so on. 


(6) 








Fic. 22.—Vibrations of Strings. 


The stretched string therefore is capable of giving the 
full range of harmonics with frequencies in the ratio 1; 
ao 45 45-6, etc, Ike the open pipe: 

In general, it produces a complex tone containing a 
mixture of these, of diminishing proportions as the har- 
monic series is ascended. ‘The number and magnitude of 
these depend upon how and where the string is excited, 
but are governed by an important though fairly obvious 
provision known as Young’s Law, 1.e. that a node cannot 
be formed at the point of excitation, and therefore all 
partial tones (harmonics) which would have nodes at: this 
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point are missing from the complex note produced. This 
law determines at what point the string shall be displaced, 
as we shall point out later. 

To the extent that the pegs and bridges supporting the 
string are unyielding, there is no ‘‘end-correction”’ to the 
wave-length of the sound-waves corresponding to that of 
the open pipe. If the supports yield so that they are pulled 
to and fro with the string, the two arcs into which the latter 
is necessarily bent will obviously meet at some point beyond 
the end, and an end-correction will be required. On the 
other hand, if the string is very thick and stiff it will not 
be able to bend sharply at the bridges and the arcs will 


meet, and the nodes will lie, at two points a little short of 





Fic. 23.—Sonometer. 


the ends. ‘This negative correction becomes of impor- 
tance in the thick wires forming the bass of the piano. 


With thin wires and rigid end-supports, the relationship — 


between pitch and length is so sure that it may be used 
for a simple and rapid comparison of pitch. It is only 
necessary to have a steel wire stretched over a board or 
sound-box between two bridges, with a loose bridge which 
can be moved under the wire between the fixed ones. 
Such an instrument is called a monochord or sonometer 
(Fig. 23). 

The loose bridge is shifted until one segment of the 
Wire is in tune with the pitch of a standard tuning fork, 
and the length of the segment measured. . On repeating 
the adjustment to a note of different pitch the two lengths 
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are inversely proportional to the respective pitches of the 
notes, so that the unknown is found in terms of the standard. — 

Apart from the obsolete method of exciting strings by 
blowing wind across them, as in the A#olian harp, there 
are three ways in which the vibration can be started: 

(1) by plucking the string; 

(2) by striking it with a hammer; 

(3) by bowing it. 

The first two methods have similar results as far as the 
tone goes. The string being displaced and let go, the 
sound continues with diminishing intensity, only as long 
as the vibrations are not damped out by the resistance of 
the air and internal friction in the string; whereas a bow 
maintains the vibrations. 

Apart from the violin type of instrument played pizzicato, 
the only instrument of the first class employed in the 
symphony orchestra is the harp, in which the strings are 
plucked by the fingers. Nevertheless, we could not com- 
pletely illustrate the acoustics of plucked-string instru- 
_ ments without referring to the banjo type in which the 
strings are plucked with a sharp piece of horn called the 
plectrum. Every one must have noticed that the tone of 
the banjo is much more metallic than that of the harp. 
The fact is that on all stringed instruments the number and | 
relative magnitude of the harmonics in the note are largely 
determined by the initial form into which the string 1s bent 
before being released. 

If the string could be bent into a bow shape like that of 
Fig. 224, it would pass to and fro between the two positions 
marked on this figure and give a pure tone of the funda- 
mental only. If, however, it be bent into a “kinked”’ 
form by plucking with a hard pointed substance near the 
end, it goes through the series of evolutions shown in 
Fig. 244. ‘Two corners run from the plucked point A 
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in opposite directions along the string (Fig. 242), are 
reflected from the end, and finally meet at the opposite 
point (A’ in No. 6); return is made to No. 1 position by a 
reverse series. ‘The evolutions, of which six stages are 
here shown, can actually be observed by means of a strobo- 
scope or slow-motion camera. Such a kinked curve when 
analysed is found to contain a large number of harmonics 
of diminishing intensity, hence the “metallic” timbre. 





Fic. 24.—Displacement Curves of Plucked String. 


The string plucked by the finger shows a stage inter- 
mediate between these two. ‘The initial curve is not so 
fully rounded as the bow wave, nor is it, owing to the width 
of the finger and the resistance of the flesh, so sharply 
kinked as the other, consequently the tone is less rich in 
higher harmonics, and is tolerably mellow. 

As to the best point on the string to pluck, this 1s deter- 
mined by the fact that the seventh and ninth harmonics are 
dissonant to the equi-tempered scale, as are many of the 
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higher members of the series, but these last are of such 
feeble intensity that we need not trouble about them. | 
The Young criterion teaches us to pluck it at one-seventh 
and one-ninth of its length from one end if we wish to 
cut out these harmonics. We cannot use the plectrum at 
both places, so we choose one-seventh for the position, but 
the finger is wide enough to cover both these points, except 
on a long string. 


y 


Fic. 25.—Device for altering the Sounding Length of a Harp-string. 


Space does not suffice to trace out the evolution of the 
harp in all its forms. ‘The harp would require a separate 
string for each note of the musical scale, but in the orches- 
tral form sufficient strings are provided for playing in one 
key only (Ch major). This saving of space and expense 
is due to a device of Erard, which consists of little rotating 
discs having two pins which grip the wire on being rotated 
(Fig. 25). Iwo of these are applied to each string and 
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serve to shorten the sounding part of the wire; the upper 
dise raises the pitch by a semi-tone, the lower by a full tone. 
These are operated by seven pedals, each one controlling 
one of the seven lowest notes and all of its octaves, so 
setting the instrument for playing in other keys. By an 
ingenious system of levers a half-depression works the 
upper discs only, while a full depression of the pedal 
brings on the lower ones as well. It is possible to set any 
minor scale in one only of its forms, 1.e. ascending or 
descending. 

The case of the struck string presents many points of 
similarity to the plucked string. We should expect that 
a hard, sharply pointed hammer would produce a kinked 
wave and consequent note rich 1n upper partials, and that 
a soft rounded hammer would produce a hog’s-back type of 
wave and a more mellow tone. In point of fact these 
expectations are realized, the main difference of quality 
between the note of the harp and that of the piano being 
due to the suddenness of the displacement of the piano wire. 
Under the comparatively slow motion of the finger a 
plucked string has time to adjust itself to the new forces 
before the finger lets go, and just before this happens the 
whole wire is momentarily at rest. But the blow of the 
hammer lasts only for a time comparable to the time of 
oscillation of the string. Photographs show that a piano 
hammer remains in contact with the wire for less than the 
time of one vibration before it flies back. Under these 
circumstances, the struck point moves in advance of more 
remote parts of the string, which may have only just started 
to move before the blow 1s finished and the struck point is 
beginning to return. This naturally complicates matters 
to an extent depending upon the force of the blow of the 
hammer. The force of the blow can be ‘increased by 
increasing the mass of the hammer and by allowing it to 
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hit the wire at greater speed; these expedients are found 
to increase the intensity of the fundamental tone of the wire 
if the blow is applied, as it is in the piano, near one end of 
the string. 

As a matter of fact, the striking point chosen is one- 
seventh of the length from one end. It was formerly 
thought that this had the effect of removing the objectionable 
seventh harmonic, but recent experiments have cast doubt 
on the validity of applying Young’s law to the special 
case of a smartly struck string. It has been shown, for 
example, that though a string be hit at one-eighth of its 
length from one end, the eighth harmonic (four octaves 
above the fundamental) is still present in the resulting 
sound. In fact, the striking point seems to be so chosen 
that the amplitude of the fundamental is large (vide supra), 
and that the forced vibrations of the sound-board across 
which the wires are stretched is at a maximum, whereas 
the natural vibrations of the sound-board—those which are 
excited by tapping the board and which the maker desires 
to eliminate—are reduced to a minimum. On a modern 
piano the two or three wires to each note are stretched 
between pins on the frame, the sounding portions being 
limited. each by two bridges, one set of bridges being on the 
frame itself, and the other set on the sound-board, which is 
thus set into forced vibrations by the strings, without having 
to bear the strain of the total tension on the strings, which 
is borne by the frame itself. 

The wires are damped fairly rapidly, but on all except 
the upper treble a “damper” checks their vibrations when 
the keys are released, unless the ‘“‘loud pedal” is used. 

When the frames were of wood the total tension could 
not exceed 10 tons weight, but with the introduction of the 
iron frame loads up to 30 tons weight could be safely borne. 
A glance at the fundamental formula for the vibrating string 
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given earlier in this chapter will show that if the tension 
on a particular wire can be increased, its length can be 
reduced, a fact which has afforded to the manufacturer 
the opportunity of satisfying the present taste for multum in 
parvo by the construction of baby grands. 

Another point which has to be considered is the gradua- 
tion in size or hardness of the hammers. Unless the 
struck surface bears the same relation to the length of the 
string all the way up the scale, the timbre will vary in 
different ranges of the piano. The treble hammers are 
therefore sharp and hard, while those of the bass are heavily 
felted so that the fraction of the string touched by the 
hammer remains approximately the same throughout. 

Much has been written on that mystic quality called 
“touch,” but this must be relegated to the domain of 
fetishes. A discussion took place at the Physical Society of 
London in 1912 in which, after considering carefully the 
mechanics of the piano, the conclusion was reached that 
the only thing which the player can vary is the velocity 
with which the hammer strikes the wire. As this is the 
only variable on the player-piano, there is no reason why a 
mechanical instrument should not do equally well all that 
the most brilliant virtuoso can accomplish. The rest is 
merely psychological, the sight of the player, his actions, 
and the effect of his personality on the audience. 

The sound produced. by an unaided vibrating wire is but 
feeble, since it presents such a small surface to the sur- 
rounding medium of air. All stringed instruments except 
the harp possess a sounding-board or cavity whose function 
is to be set in forced vibration by the wires, and to transmit 
the sound from its larger surface into the auditorium. 
The sound-board is therefore of great importance on the 
piano. It must first copy the vibrations of the wires 
faithfully, and then transmit them to the air efficiently. For 
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this latter purpose the surface of the sound-board mitt be 
large, but this surface must vibrate, as far as possible, in 
phase as a whole, not with parts moving in opposite direc- 
tions as is the case with the complex vibrations of the 
plates described in the preceding chapter. Such opposed 
movements would cause interference in the air between 
the vibrations transmitted by the out-of-phase parts. To 
secure the desired type of vibration it is essential that 
the sound should spread out rapidly from the bridges all 
over the sound-board, i.e. that the velocity of sound in 
the board should be great. This is secured by choosing 
a wood of great elasticity but of small density. Norway 
spruce best fulfils these conditions, for which the velocity 
of sound along the grain (15,000 feet per second) is nearly 
equal to that of steel. Unfortunately, as in all woods, 
the velocity across the grain is much lower—only one- 
quarter in Norway spruce—which tends to the formation of 
nodal lines along certain of the grains. The propagation 
of sound across the grain is aided by “ribs,” strips of 
wood cut along the grain of the tree, and glued across 
the grain of the sound-board. Furthermore the sound- 
board is arched slightly under compression to give greater 
elasticity. 

We come finally to the instruments of the violin family, 
of which we can treat the violin as the archetype, except 
when special mention must be made of the other members. 
The main point, acoustically speaking, which differentiates 
the violin from the harp and piano is that the loss of energy 
due to friction, which would bring the wire to rest, is made 
up by the energy supplied by the player through the bow, 
so that the sound may be sustained. The two statements 
made with regard to the plucked string apply equally to the 
bowed string, i.e. (1) if the bow is narrow compared to the 


length of the string the note will be richer in high harmonics 
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than if it is wide, (2) those harmonics are absent which 
would have a node under the bow. The dissonant high 
harmonics may be removed by bowing with a fairly wide 
bow whose centre is at about one-ninth of the length of the 
string from the bridge; the usual place is from one-seventh 
to one-fifteenth. If the bow is applied very close to the 
bridge, it will not cover any nodes except those of impos- 
sibly high harmonics, and the note will be metallic. This 
playing near the bridge (su/ ponticello) is sometimes intro- 
duced by composers for special effect. Playing with the 
wood of the bow (co/ /egno) has a similar result. 

The action of the bow upon the string has been explained 
by Helmholtz and substantiated by experiments, as follows. 
When the bow 1s first pulled across the string it drags the 
latter in contact with it, until the restoring force in the 
string becomes too great for the friction to keep the two 
together, and the string comes to rest in its far position. 
Now it is a well-known fact that friction between surfaces 
having a relative motion is less than that between two 
adhering surfaces, so that the string now skids back past 
the bow although the latter is still moving forward, until 
the string has so far overshot its position of rest that the 
bow grips it again; thus the to-and-fro motion of the wire 
is maintained by a one-way motion of the bow. Increased 
pressure of the bow or greater velocity will increase the 
amplitude of the vibration, and so increase the intensity 
of the sound. 

Let us now consider the complete instrument. ‘The 
shape of the violin is too familiar to need description. 
Plate XV shows the relative disposition of the sounding 
parts. There are two sound-boards—the belly, to which 
vibrations from the strings travel via the bridge, and the 
back, which picks up the vibrations transmitted through 
the sound post S. Sandwiched between these is a resound- 
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ing cavity of air communicating with the atmosphere by 
the two { holes at the waist, which also serve to give flexi- 
bility to the wood at this part. ‘The bass-bar (shown 
dotted) is a longitudinal rib glued under the belly on the 
opposite side to the sound-post to strengthen this side. 
In order to give broad resonance to the complete range of 
the violin it is best to arrange that the natural fundamental 
tones of these three reinforcers—belly, back and air— 
should be fairly evenly distributed about the lower part 
of the range; their harmonics will then reinforce the upper 
part. The wooden sides may be tuned up by suitably 
fixing the sound-post between them. Dr. Fuhr, who has 
made a special study of this part of violin acoustics, recom- 
mends that the sound-post be so adjusted as to get good 
resonance to the notes (on the violin) of a: c,: e,: while the 
air cavity is to look after the resonance of the notes G to g. 
The air is generally highly damped and exhibits broad — 
resonance. ‘The air cavity of good violins will resound to 
almost any fork in this range held over one of the f{ holes. 

Dr. Fuhr gives the following table showing the average 
natural notes of certain good instruments examined by 
him: 
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The sound-post 1s always placed behind and below one 
foot of the bridge; with the result that the bridge is not so 
much pushed and pulled by the vibration of the strings 
—which motion would indeed transfer little energy to the 
belly since the bridge is not rigidly connected to it—but 
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rocked about the supported leg, so that the belly and back 
are made to vibrate like curved plates perpendicular to their 
surface, thus exciting a larger mass of air. ‘The sound- 
post should be as wide and as elastic as possible to get good 
transmission of the motion of the bridge to the back of the 
violin. 

The forced vibrations of the body of the violin add a 


certain richness to the tone of the strings. This point 
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Fic. 26.—Resonance Peaks of Violins (after Backhaus). 
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was thoroughly investigated by the late Prof. Barton and 
his collaborators. ‘They found that the record of the 
vibrations of the belly showed a more complex wave-form 
than that of the string, while the vibrations of the air 
inside were more complex still. Hermann has applied 
his ‘‘formant” theory to string instruments. Generally 
speaking, the better the violin, the less complex is the wave- 
/ form. Fig. 26 (after Backhaus) shows records of the 
resonance peaks of (1) a Stradivarius, (2) an old Italian 
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violin, (3) a good modern violin, and (4) a violin of inferior 
quality: the first giving the less unevenly distributed reson- 
ances, most of the reinforcement lying between frequencies 
of 3000 to 4000. | 

Altogether the correct adjustment of the functions of the 
reinforcing elements of the string itself forms the main 
criterion which distinguishes a good violin from an indif- 
ferent one. ‘The varnish does not appear to have any 
marked acoustical effect, although it slightly raises the 
natural tones of belly and back by giving them greater 
rigidity. 

The harmonics between 2000 and 4000 vibrations per 
second are prominent in a violin; they are marked tones due 
to resonant vibrations of the body and the airinit. To these 
resonant tones much of the difference in quality between a 
violin, a viola and a ’cello playing the same note 1s to be 
ascribed. 

To get good reinforcement the belly must be elastic and 
under tension like the sound-board of a piano. ‘This is 
secured on the one side by the sound-post, and on the other 
by a bass-bar to which the wooden plate is glued while 
under tension in the act of curving it. The bass-bar thus 
gives both support and elasticity to this side of the violin. 

Another factor which may reinforce or influence the tone 
of a bowed string is to be found in the other strings which 
are momentarily idle. For example, suppose d be played 
on the G string stopped at the requisite point, the d string 
being in tune with this will take up the vibration transmitted 
| through the bridge. This sympathetic vibration is well 
known, so much so that sympathetic strings have been 
applied to a number of stringed instruments. This was the 
principle of the viola d’amore, which, besides the bowed 
strings, had other strings tuned to these and stretched 
beneath the finger-board to points lower down on the bridge. 
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They have also been tried on the piano (Steinway duplex 
scale), but the adjustment is too delicate to merit extensive 
use. 

Plate XVI shows some records of the sounds from a 
violin taken by Dr. Mary Browning. ‘The plucked note © 
is found to contain more higher harmonics than the bowed 
note, probably because the first method gives an initially 
more jagged form to the string than the latter. The first 
two records show the note ¢, (512) bowed and pizzicato; 
the next pair shows the same on the note G (192). It is 
of interest to see at what rate one note dies down when 
another is produced, as this affects the certainty with which 
rapid passages can be executed without blurring. The 
fifth film shows the result of plucking the a and G strings 
successively; the sixth, of bowing the d and G in rapid 
succession. In each case there 1s a comparatively long 
period of overlap during which the two notes interfere 
with each other. | 

When the note played by bow or finger on one of the 
strings coincides with the fundamental or an important 
overtone of the wood or air one would expect a large rein- 
forcement of the tone. In fact, if the resonance of the 
wood is too sharp, an undesirable effect takes place at a 
pitch in which the violin takes up so much energy that the 
control of the note seems to pass out of the player’s hands. 
This note, which is very prominent on badly constructed 
violins, is known as the ‘“‘wolf note” from its howling effect. 
Curiously enough, it does not seem to occur at the funda- 
mental of the wood, but only at one of the higher over- 
tones, though it is, of course, at a lower pitch on the viola 
and ’cello than on the violin itself. Records of the motion 
of the belly show a simple type of vibration of large ampli- 
tude at the wolf note, whereas at any other pitch the wood 
shows a smaller but more complex vibration. 
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The acoustical phenomena relating to the violin which we 
have described show what an important part the wooden 
structure of the bowed instruments plays in the tone- 
production. The violin is, in fact, a coupled system of at 
least four stages, viz. string, bridge, belly, back and air 
cavity. Each of these must be well constructed, and the 
couplings between them arranged to get the best effect. 
Very often the adjustment of the various parts improves 
with age and use. In fact, the improvement takes place 
automatically after the instrument has been played on many 
times, for the instrument is forced into efficient tone- 
production by the prolonged action of the player. There 
is room yet for a great deal of research toward the perfection 
of the bowed instrument. 

The mute exerts a potent influence not only in reducing 
the intensity of the sound emitted, but in altering the timbre. 
The forked attachment—small for the violin, massive for. 
the double-bass—loads the upper part of the bridge in 
such a fashion as to add considerable inertia to its move- 
ments. Of the two movements of which the bridge 1s 
capable, one, the push and pull of the bridge, is probably 
hindered more than the rocking movement about the foot 
which rests over the sound-post. ‘This change will be 
sufficient to affect the quality of the notes, but the added 
load will also lower the natural tones of the structure, 
including the wolf note. This lowering will also change 
the quality. It is not merely the mass of the mute that 
matters, but also the position of that mass, i.e. whether the 
mute projects high above the bridge or lies close down 
upon It. : 

Though not an orchestral instrument, the strohviolin 
may be mentioned at the conclusion of this chapter as an 
unusual acoustic combination. A single string passes over 
a bridge which 1s pivoted in such manner that it can vibrate 
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only in its own plane and therefore transversely to the string. 
The bridge is prolonged below the breast of the instrument 
by a slender curved foot which ends in the centre of a metal 
diaphragm at the apex of a horn and imparts to it the 
vibrations of the string. The amplitude of the movement 
is magnified by the length of the foot, and intense sound- 
waves spread off from the large surface of the diaphragm. 
It is therefore a coupled system in three stages: string, 
membrane, and horn. ‘The latter 1s made of wide angle 
so as to have no marked resonances, with the result that 
the air in it is set into forced vibration like the air in the 


body of a violin. 
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HOUGH we have now considered the acoustical pro- 
perties of the individual constituents of the various 
orchestral instruments in detail, our work would not be 
complete without reference to the orchestra as a whole, 
and its relation to the listener in a concert-hall. 

It has been pointed out, in a number of instances, that 
quality depends on the number and relative magnitude of 
the partial tones in a complex note, also that particular 
instruments are characterized by the emphasis of their 
partial tones over a certain range of the scale, 1.e. by their | 
formant. Without discussing the physiology of the ear, 
one can state that our ears are able to pick out the partial 
components of a complex note or chord, but that the rela- 
tive phase between the components cannot be so detected. 
The former fact 1s self-evident to any musician, whose ear 
has been trained. ‘The difference between persons in this 
respect is only a matter of training or the lack of it. To 
put the second statement in concrete form: suppose a 
fundamental and its octave are sounding together. ‘These 
two partial tones may be in step in the sense that every 
alternate compression in the octave coincides with a com- 
pression in the fundamental, or they may be out of step- 
when the alternate pulses of the octave lag behind the pulses 
of the fundamental. The resultant waves differ physically 
in the two cases, but many experiments have shown that 
the ear 1s not cognizant of this difference. 
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In spite of the ear’s powers of analysis we seem to retain 
the capability of assigning a particular partial tone in the 
mass of tone colour from a small orchestra to the instru- 
ment which is producing it, except possibly in a full swsz. 
The spacing of the various instrumentalists over the concert 
platform is an aid to us in this determination; for, using 
our two ears together, we are able to detect from what 
direction the partials comprising a particular note come. 
If a source of sound lies to one side of the head, there will 
be both a difference in intensity and in phase between the 
waves received by each ear from the source. On the far 
side the intensity will be less because this ear lies in the 
““shadow” of the head, while the waves will arrive later 
than those at the nearer ear, owing to the longer path 
traversed. From one or other of these indications the brain 
is able to locate the direction from which the sound comes, 
and this faculty helps in allotting the various partials to 
the sources producing them. 

The discrimination is also aided by the fact that the 
instruments are mostly starting and finishing a note at 
different instants, while each fresh note reveals its instru- 
ment by the peculiar mode of attack; the violins, more 
particularly the ’cellos and basses, by the scraping noise 
which precedes the bite of the bow on the string; the flute 
and brass by the tonguing or crus; the reeds by rush of 
wind before vibration sets in; all these, though cut down 
to a minimum by a good player, may be heard by the 
trained ear. 

Then there are the transitions such as those illustrated 
on Plates XI and XVI, and the rapid damping of unsus- 
taining instruments like the harp and timpani. 

Besides these differences, it has been suggested that our 
appreciation of individual instruments in an ensemble 1s 
aided by the varying powers which instruments possess of 
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radiating sound in certain directions. just as a vertical 
arc lamp radiates more light in a horizontal plane than in 
other directions, so it has been found that a violin sends 
out more sound in the plane of the belly than in directions 
more nearly perpendicular to the strings. The wind will, 
of course, radiate most sound from the bell, 1.e. inclined 
downwards in the wood-wind, and nearly horizontal in most 
of the brass. ‘The suggestion is, that as we are used to 
listening in a certain direction relative to the position in 
which the player holds his instrument, that this is one of 
the factors by which we recognizeits quality in the orchestra. 

Incidentally, this radiating power varies with the pitch 
of the partial tone, and might vary the apparent quality of | 
the instrument when the listener varies his position hori- 
zontally or vertically in regard to the player. At any rate, 
whether this refinement of perception be accepted or not 
by the psychologists, it should be apparent that the theory 
has advanced far beyond the original one of Helmholtz, 
that quality is determined solely by the number and rela- 
tive magnitude of partial tones. 

It is, no doubt, in accordance with this idea, i.e. that 
the audience will be able to pick out the parts in an ensemble, 
that some books on orchestration insist that the harmony 
for each branch of the orchestra, strings, wood-wind and 
brass, shall be complete in itself. ‘This cannot be justified 
acoustically. This might do for the strings, since they 
might, speaking loosely, be said to possess similar’ tone- 
colour. But if a note in the harmony be wanting, it can- 
not matter acoustically whether that note is produced by 
trumpet or flute, provided it be played at the requisite 
intensity to balance the remaining parts of the harmony. 

It is in the latter desideratum that the difficulty arises. 
If an instrument has a high and prominent “‘formant,” like 
the oboe, for example, it will be difficult for the player to 
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introduce sufficient of its fundamental into the middle of a 
chord from the orchestra without bringing out objection- 
ably incisive overtones. Such an instrument has to be kept 
in the main to solo or méti work. Nor do wind instru- 
ments combine well when duplicating passages in unison. 

The strings being less powerful in tone, a number may 
be combined together in the orchestra, and the mass will 
smooth out the idiosyncrasies of the individual instruments. 
But two clarinets playing together will only serve to exag- 
gerate the differences in player and instrument. This was 
perhaps at the bottom of Cherubini’s famous don mot that 
nothing could be worse than only one flute in an orchestra 
—except two flutes. If it were feasible to have twenty 
flutes or twenty clarinets in an orchestra, this trouble would 
not arise; though others might! 

Locality-discrimination has also to be exercised when 
one instrument or a voice has a solo, and the rest of the 
orchestra accompanies. It is obvious that the solo instru- 
ment must, both in its fundamental and partials, overpower 
the mass of tones in accompaniment, particularly if the 
solo be a middle part, for the ear tends to pick out the highest 
notes in a succession of chords. Why the ear—particu- 
larly the untrained ear—should do this is a matter for the 
psychologist, though one may suggest it is due to the fact 
that every person in his or her youth learns to sing the top 
part. 

The voice lends itself well to orchestral accompaniment 
whether alone or in chorus. ‘This is because the voice 
in itself 1s a species of wind instrument, most closely related 
to the horn, with its own formant due to the nasal resonances 
and other cavities in the head. ‘The voice can be tolerably 
imitated by a stop of reed pipes on the organ. At its best 
this is really a “‘vox humana’”’ stop, at its worst it has been 
likened to a quartet of human goats. The organ is not 
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so successful in combination with the orchestra. Asa solo 
instrument it lacks the expression which the wind players | 
can give to their individual instruments, while as a back- 
ground to the orchestra it is apt to spoil, and be spoiled 
by, the orchestral wind. 

The question arises as to what is zsthetically the best - 
“mixture” of tones in a chord. Now that tuning-forks 
can be maintained electrically at any requisite intensity, it 
should be possible to mix the tones of a concord of forks 
in any proportion, in order to find an ear-satisfying colour. 
It is well known that the ear soon tires of a pure tone, such 
as that of the flute. On the other hand, there are certain 
reed stops on organs which would be intolerable if played 
alone. Prof. Miller suggests that an ideal instrument 
would have partial tones whose intensity would increase as 
the pitch went up. 

Attempts have been made to correlate visual colour with 
sound, or to create an independent form of colour music 
by the projection of a series of tints upon a screen. As 
light consists of waves propagated at great velocity through 
the ether, each tint having a definite wave-length, it 1s 
natural that the mind should draw an analogy between a 
melody as a series of notes each of definite wave-length, 
and a corresponding series of colours. ‘The analogy 1s 
strengthened by the fact that the visible spectrum almost 
covers an octave; the frequency of the extreme violet radia- 
tions being almost double that of the deepest red. If the 
colour range be divided up into twelve semi-tones corre- 
sponding to the divisions of an octave in the key of C major, 
it is possible to reproduce a melody by successive projection 
of these colours on a screen, provided the melody does not 
exceed the compass of an octave. Mr. Rimington has 
constructed colour organs consisting of such tints at “semi- 
tone”’ intervals which can be projected on a screen, while 
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composers have endeavoured to use such an organ as an 
additional instrument to an orchestra, or to give a colour 
concerto accompanied by the orchestra. 

Although the analogy is a close one from the physical 
point of view, yet it fails in an important respect when 
applied to our perceptive faculties for the two sensations. 
Whereas the ear has the power of analysing a complex 
note into its constituents, the eye cannot analyse a mixture 
of colours. While a major chord on C appears to the 
ear to consist of the tones C, E and G, a mixture of two _ 
colours, red and yellow, is not perceived as a “‘chord”’ of 
red and yellow, but as “orange,” an intermediate tone. 
The impossibility of constructing harmony capable of intel- 
lectual appreciation on the colour scale has rendered abor- 
tive the attempts at colour music made up to the present. 

We cannot conclude this chapter on the interaction 
between an orchestra and a listener without considering 
the acoustics of the auditorium in which they are placed. 
The desiderata in this respect are that the sound in the 
room shall reach an auditor in any part of the room at 
suitable loudness and distinctness and without undue rever- 
beration, echoes, ‘“‘dead spots,” etc. Reverberation and 
echoes can be largely controlled by suitable covering on 
the walls and ceiling. The non-scientific hearer usually 
groups both effects under the general name of echoes. 
By reverberation is meant the sound which 1s heard during 
the time which elapses between the shutting off of a source 
of sound and the instant at which it can no longer be heard 
in the room. In listening to a band in the open air this 
time is a small fraction of a second, being in fact the time 
taken for the pulse last emitted to travel from the source 
to the listener; but within closed walls the sound continues 
to ricochet from wall to wall for perhaps two or three 
seconds, and will overlap that from the next note produced 
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by the instrument. Fig. 2'7¢ is intended to represent the - 
rise and fall of loudness in a room, due to successive start- 
ing and stopping of a single note from a musical instru- 
ment. This loudness gradually rises to a maximum as 
the energy sent back to the hearer by successive reflections 
is added to the energy which comes to him directly from 
the source. ‘The maximum level of loudness shown by 
the top of the curve represents the balance which is soon 
reached between the energy supplied by the source and 
that withdrawn from the room by transmission through 
the walls and absorption in the materials composing them. 
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Fic. 27.—Rise and Fall of Loudness in an Auditorium. 


When the source is stopped the curve drops steeply, for 
the main supply of energy 1s cut off, but the loudness does 
not instantly drop to inaudibility, because “‘bundles” of 
energy are still flying about between the walls until they 
are finally absorbed. ‘The time taken for this to happen 
is the time of reverberation. It is evident that if it takes a 
long while for this energy to be absorbed, i.e. if the room 
is too reverberant, a succession of notes from an orchestral 
- instrument will appear as a blur owing to the overlapping 
‘\ reverberations. | 
Fig. 274 represents in the same way the smudgy render- 
ing due to a succession of notes—a solo, in fact—played 
insucharoom. ‘Though this defect of excessive reverbera= 
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tion is the more usual, yet the opposite effect may arise. 
If the sound is absorbed too readily, the energy will be cut 
off almost directly the instrument ceases to emit it. Sucha 


building will give a “dead” impression and a very clear- 


cut rendering will result. This, though desirable for 
speech, may be overdone in the case of music; moreover, 
it will be difficult for a soloist to fill the room with a volume 
of sound, for the rapid absorption by the walls will make 


it dificult for him to keep up the general level of loudness 


in the room without over-exertion. 

In halls of very large volume, such as the Albert Hall in 
London, there may be a distinct gap between the first 
sound reaching a hearer from a sharp pulse such as a drum- 
tap, and the first reflection of the same sound; then one 
hears an echo. Plate XVII shows an interesting case of 
an echo in Cologne Cathedral examined by a microphone 
whose response is represented by the swelling out of the 
shaded line; the photograph is to be read as a continuous 
strip from right to /eft down the Plate. The top right-hand 
corner represents the instant at which the great bell which 
chimes the hour was struck. Shortly after the microphone 
picks up the direct sound which waxes and wanes five 
times in succession. ‘This is followed at an interval of 
1-8 second by the echo of these five sounds, and later in 
the photo a second echo can just be seen. 

Deadness is favoured by small volume and highly absor- 
bent walls, for the sound is then absorbed in a series of 
rapidly recurring reflections, and vice versa. Statistics 
have been compiled which show how the absorbent area 
of the walls must be increased to keep pace with an increase 
of the volume of the concert hall, in order to satisfy musical 
criticism criteria. 

The planning of concert halls and the correction of 
existing halls consist first and foremost in making the 
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actual time of reverberation agree with this optimum time 
for a given number of auditors. As the usual difficulty 
is to find materials sufficiently absorbent for the purpose, 
proprietary articles have been put on the market, having: 
strongly absorbent properties, the most convenient of which 
can be obtained in the form of plaster to apply to the wall. 
For reducing ‘‘deadness” glazed brick or hard stone lining 
may be used. Particulars of these substances are given 
in articles or books devoted to the acoustics of buildings. 
As substances absorb tones in different parts of the musical 
scale to a different extent, the rendering of a work may 
involve a certain amount of distortion due to the properties 
of the building itself. Uncertainty as to the probable 
number of the audience, whose clothes provide a good deal 
of the absorbent material in a concert room, may be allowed 
for by putting down thick carpets or hanging up thick 
curtains, to be drawn aside if expectations in the number 
are more than justified. A finer grading may be attempted 
by having regard to the character of the music. The 
organ requires more absorbent surroundings than a staccato 
instrument such as a piano, while a singer will have trouble 
in getting his words understood if the hall is as rever- 
berant as an orchestra would require it. 

Having determined the amount of absorbent material 
required for satisfactory listening, the question arises as 
to where it should be placed. If the building has a large 
_unbroken curved surface, this is liable to concentrate sound 
at one point to the detriment of other parts. Further, if — 
this surface lies at the back of a large hall, it may cause an 
echo to a listener near its focus if there is a considerable 
difference of path-length to be traversed between the direct 
sound and that reflected in this big “mirror.” In this 
case the remedy is to put the absorbent on the offending 
surface, if it can be found. The same consideration tells 
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_us, if we are concerned in the building of a concert hall, not 
to allow the architect to put in an excessively high roof, 
which is bound to produce undesirable echoes unless its 
surface be broken up or covered with absorbent. 

On the other hand, it 1s best to place the orchestra on a 
bare platform, where they will be backed by a good reflect- 
ing surface, for this will act on the source of sound in the 
same way as in Plate I, p. 17, where a reflected wave starts 
out on the heels of the direct wave, and so soon afterwards 
that it adds its energy usefully to the direct sound reaching 
the audience. For this purpose the orchestra should be 


Organ “| 


oe Platform 
|G] WWE Yt 


Fic. 28.—Elevation of Pleyel Hall. 
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placed in a shell-shaped recess or niche, backed by hard 
material, stone or wood sheathing, and any absorbent 
required for reducing reverberation must be placed round 
the audience, not round the orchestra. Such a niche has 
the excellent property of sending out a beam of sound to 
the audience. As an example of the—probably fortuitous 
—application of this principle, we may cite the Scala Sancta 
of the church of Ste Anne d’Auray in Brittany (Plate XVIII). 
In the celebration of open-air mass the voice of the priest 
standing within the central niche carries to eae distances 
in the direct line. 


In the concert hall of the Salle Pleyel at Paris, M. Uy aa 
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has tried to use the ceiling also for the sending out of sound. 
An elevation of the hall along its length is shown in Fig. 28. 
It will be appreciated that the low sloping ceiling just in 
front of the platform catches the sound-waves passing up 
and reflects them towards the galleries in a horizontal 
direction. Another point about this hall is that the organ 
is placed behind this low ceiling, and its sound comes out 
of a grille above the orchestra (Plate XIX). This was done 
to prevent the spoiling of this ceiling mirror by breaking 
up its surface with an exposed organ. This enclosing can- 
not but affect the transmission of sound from the organ 
detrimentally, but the arrangement of a single grille opening 
near the ceiling is to be preferred to the two side grilles so 
common in motion-picture theatres, from which the “great”’ 
and ‘‘swell’’ blare alternately at the audience from either 
side. | 

We may conclude with a word on the size of the orchestra 
adapted to halls of various dimensions. ‘The table below 
(after Heyl) gives the recommended number of players in 
terms of the size of the hall. It is of course assumed that 
the balance of tone between the instruments is maintained 
in the selection of the instruments to make up the 
number. 
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fim titORY OF FINGERING AND CROSS- 
FINGERING ON THE WOOD-WIND 


We first suppose the displacement £ of the air to be 
uniform over any section of area S, and put X = &S, where 
X is a sort of volume displacement. Then the velocity 
produced by an applied pressure excess p can be written 


dé/dtor i ae which for brevity we will write X/ S. When 


p is ae (= Pe'’) we define the impedance Z as 
the real part of p/ ne i.e. the ratio of the applied pressure to 
the volume velocity which it produces. 
SToPPED PIPE. 

The pressure amplitude of stationary waves along the 


pitt ~), where the 





pipe at resonance is given by p= Pe’ cos 


pipe is stopped at w= o and open at x=L. re a velocity 
of sound; w= 22 X frequency.) The equation connecting 
“displacement” with “‘pressure”’ 1s 
dé dp ree IUD Reh Cox 
eee acy sin (*). 
° dP dx a 
So that X can be found by integration with respect to time 


to be 
s Pe sin (ea 
10C C 


The effective impedance of the pipe due to the stationary 
waves in it is that at the open end where it is “transferred” 
to the atmosphere or to whatever acoustic system 1s attached 
to the end. Putting therefore x = L, we find 


jf Sipe e = cot (aa) 


The resonant frequencies are given by putting Z== O, 
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Open Pipe. 
The equation of the stationary waves is now 


: Da eeeesin (2) 


Proceeding along similar lines we obtain Z = = tan =) | 
c 


Hote. 


If A is the area of the orifice, the equation of motion of the 
mass m of air in the orifice 1s: 


Mm <3 10 
al Bee 


P on 


Integrate, and—”_-X = = e, whence Z= 2%, But m= 
10) A? 


A2 
A/o, where /1s the effective length of the orifice in the direc- 
tion of vibration, and A is its area of cross-section. 


 Z= 2 if « (conductivity) = = 
K 


One Hole open on a Flute, all others covered. 

When the sound-waves pass down the flute from the 
mouthpiece, they have two courses open, one via the hole 
to the outer air, one along the remaining tube. This will 
be the case of an open tube of length L from embouchure to 
centre of hole, followed by another open tube-of length / 
from hole to open end, both tubes having area of cross-sec- 
tion S. Then we must reckon the ‘‘admittance” (= 1/Z) 
of the hole (of conductivity «) as being equal to the sum of 
the admittances of these two open pipes: 


K >| oL 7 
hes — = —;—cot — — cot — 
POE IC c C 
or = Cot AL — cot kl . . ae 
where pee ee 
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Clarinet with one Hole open, all others closed. 

- . The admittance of the open hole is to be treated as equal 
to the sum of those of a stopped pipe of length L from hole 
to reed, and of an open pipe of length / from hole to bell, i.e. 


7 — tan AL — cot dd see mee Ae) 


Several Holes uncovered. 
If we adhere to the strict theory, this leads to a more or 
less complex arrangement of continued fractions. 
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Fic. 29.—Flute Impedance Diagram. 


Consider the case of two open holes of impedance Z’ and 
Z” respectively, between three tubes of impedances Z,, Z, 
and Z,. Since Z” and Z, are in parallel, the net impedance 
from the open end up to the point A 1s: 


a 
Ti ata "7 
Up to the point B the eee iS: 


iy I I 
| eget) 
Thu Ze 
At C, reckoning Z’ in parallel with this, it 1s: 
I 
— 
Z, 
1. ma a, 
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Giving the total impedance up to the mouth, M: 


I 





Vie gel 
I 
Zi ae 
ihe ae 
= ar ey 
This is zero 1f 
I I I 
be 7 es 
Z, + 
ee eas 
Vk 7. 
I I 
tae Dt FZ. 
or ha ocala ; 
; Tas 4 bee : r 
Va 


Inserting the appropriate impedances: 


aS 
Ko Fine i 
a {— cot &L) BS tant Ae 


B = 14 tun dll @ a 
cot AGe + tan ki, ) + I 


the upper value of — 7 being taken for the flute, the lower 


for the clarinet. 
When we can reckon that Z” and Z, do not impede the 
motion, so that Z” = Z,= O, the equation reduces to 


I 
7 —— § — + the sameas for one hole, when the smaller 


he The Ws 
length of tube terminates at the more distant hole. ‘This 
is generally justified by the experiments of Steinhausen. 


Application of Theory to Fingering and Cross-Fingering. 
Equations (1) and (2) can be solved graphically for &. 
We will take the case where the first 2 holes are closed, the 


rest open; thuy M @ @0© 000. On my flute, the 
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distance L from cork to hole 3 is approximately five times 
the distance / between the centres of holes 3 and 4. We 


plot the co-tangents vertically against —— (in a a) 

angle radians 
horizontally, but the scale of the one is five times the scale 
of the other, and its vertical axis is reversed, i.e. the two 
curves are cot (56) and cot (— @) (Fig. 30). 
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=<—« Sharpening Flattening »—>- 
Fic. 30.—Fingering Diagram (Flute or Oboe). 

Having determined, from the dimensions of the hole 4, 
that « = 1 cm., while the inner cross-section S of the tube 
at this point is 1°35 sq. cm., we sia = O'75 approx. 
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Formula (1) in the form: 


a = cot (— &/) — cot kL 


indicates that we must set this intercept (= 0-75 on our 
vertical scale) vertically between these two curves. ‘These 
lines are marked 4 on the figure and we must see what value 
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Fic. 31.—Fingering 


of the horizontal scale lies under them. This gives us the 
corresponding value of 1/6, and if we note that these values — 
of Oare really values of kL, we can, by multiplying the corre- 


sponding values of 6 by L (= 30:5), find what values of “ 


correspond to these intercepts, and thus find the partial 
tones given by a flute so fingered. Inthe next table the 
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k’s for the first three partials given by the lines (4) are 
set out. 

Now suppose we want to flatten these notes by a semi- 
tone or less, there are two possible methods. (1) Cover 
hole 4 (cross-fingering), and so approximately double 
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column /, For this we plot a new cot (— /) twice the scale 
of the original, and put in our sameintercepts. ‘[’he new cot’ 
(— /) is shown by the lower continuous line on the figure, 
and the intercepts are marked ¢. (2) Partially cover hole 3 
with the finger, and so reduce its conductivity. Intercepts 
of half size (d) have been put on the figure to show this 
effect. 


be, 


THE THEORY OF FINGERING 


The actual and theoretical values of & and the frequency 
for the first three harmonics are compared with the actual — 
(for the first and second) on the flute concerned. 




















FLUTE. 
k (from diagram). n (theoretical). nm (actual). 
Fingering. 

I 2 2 I 2 3 TiS ies 3 
2@e|. "100 | +200 | +300] 540 |1,080]1,620} — By k= 
54@@0 . |092 | °184| +268 | 487 | 993]1,430] 480 | 980 | — 
Cc @@0O@O J:085 | +163] +238] 450] 880]1,270] 460 | goo | — 
d@@O0. fe eee -264.| 476] 965/1,420| 470 | 950 | — 








The cases marked (a) are the purely theoretical ones 
where the tube is cut off completely at the third hole, and 
is there supposed to terminate in an open end of infinite 
conductivity; they correspond to places on the diagram 
where cot kL= infinity. The corresponding first three 
harmonics shown in the table are truly harmonic (ratios 
I : 2:3), whereas, for the others, neither theoretically nor 
actually is this relation exactly fulfilled. 

For the clarinet we plot out cot 6 and tan 6 to the neces- 
sary scales, and put in intercepts as before, which are shown 
ing nioeed Le 


CLARINET IN A. 








k (from diagram). n (theoretical). nm (actual). 
Fingering 
(as on flute). 








"052 |-156| +260] 280 | 840 |1,400 
O47: SE 601 °2 924 28Q)| CTO 4 ace 
O¢SerA buh 2O8 lie 22a ge oA ea 
“046 | +146 | +224 | 247 | 790 |1,280 


LS mS A 








1'The reader should note that for convenience the right half of the figure 
has been lowered. He should imagine this half raised up about half its 
own length, until the horizontal scales correspond. 
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ON THE WOOD-WIND 


_ Again the relation 1 : 3: § between the frequencies of 
the partial tones is only approximately filled. 

Note that the impedance of the cone is a complex func- 
tion, but when the cone has a small angle and a side hole 
open, it virtually consists of two open pipes, so that the same 
diagram as for the flute can be applied to the oboe, 
provided that the value of S be measured opposite the hole. 


Impedance of Resonator. 

As xylophones and similar percussion instruments are 
provided with tuned resonators consisting of a closed pipe 
with an upper orifice of given conductivity, the frequency 
can be calculated by putting the total impedance, orifice 
-+ closed pipe, equal to zero, 1.e. 


a ==) tan Ae. 
The problems have been treated as those of determining 
frequency from given conditions, but obviously the same 
methods can be applied to the converse problem of fixing 
the position and designing the note-holes. 


LE 





INDEX 


Acoustic impedance and admittance, 
50 

fEolian harp, 30 

Antinode, 22 

Auditorium acoustics, 133 


Bass-bar, 120, 122 
Bass clarinet, 65 — 
Bassoon, 66 
Bearded pipe, 41 
Beats, 27, 61 
Bell, 96 

Bell metal, 104 
“Bell” of brass instrument, 75 
Bird-call, 71 

Blaikley system, 82 

Blowing pressure, 74 

Boehm system, 46, 54 

Boot, of reed pipe, 54, 66 
Bow, 116 

Brass mouthpieces, 70, 72, 84 
Piidee, 100, 114,119, 126 


Celesta, 89 

Chladni’s figures, 93, 96 
Church bell, 99, 137 
Clarinet, 54, 149 

Clarinet, wave-form of, 61 
Colour music, 132 
Compensating piston, 82 
Concert hall, shape of, 137 
Conductivity of orifice, 49, 148 
Conical pipe, 62, 84, 155 
Cor anglais, 65 

Cornet, 70, 83, 86 

Coupled system, 41, 59, 126 
Crooks, 81 

Cross-fingering, 153 
Cymbals, 96 


Decoy, 71 
Diapason, 24 
Difference-tone, 28 


Drum, 93 


Echo, 137 

Edge tone, 34, 42, 71 
Embouchure, 34, 48, 60, 70 
End-correction, 26, 77, 109 
Erard harp, 112 
Exponential horn, 75 


Fingering, 53, 66, 147 
Flare of bell, 75 

Flute, 30, 148 

Flute, contraction of, 47 
Flute pipe, 24, 41 
Flute, wave-form of, 48 
Formant, 58, 121, 130 


Harmonics, 15, 21 
Harmonium, 89 

Harp, 110 

Height of mouth, 34, 38, 71 
Helmholtz notation, 16 
Horn, chords on, 81 

Horn, French, 72, 78, 81 
Horn of gramophone, 78 


Impedance, acoustic, 50, 147 

Indian drum, 95 

Inharmonic overtones, 47, 84, 89, 
93, I00 


Kettle-drum, 95 
Key-bugle, 70 


Listening to music, 13, 86, 128 
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Manometric capsule, 24 
Material of bell, 104 

Material of pipe, 57, 75 
Military drum, 95 

Monochord, 109 

Mouthpiece, 34, 54, 60, 70, 84 
Mute of strings, 81, 84, 126 


Node, 22 
Note, complex, 15 
Note-hole, 49, 53, 66, 148 


@boe, 617.155 

Oboe, wave-form of, 65 

Open pipe, 23, 64, 105, 119, 148 
Overblown pipe, 25, 45, 48, 60, 65 


Pianoforte, 109, 113 

_ Piccolo, 30 

Pistons, 81 

Etteh.ars 

Pi7ZiCatO LO ; 
Propagation of sound, 14, 16, 130 


Reed, 54, 59, 61, 65, 89 
Reed pipe, 54, 66, 131 
Reflection of sound, 19, 138 
Resonators, 16, 89, 105, 155 
Reverberation, 133 

Roller pipe, 41 

Rotary valve, 83 

Rudall Carte system, 83 


Saxhorn, 84 

Saxophone, 65 

Scale of pipe, 25, 75 

Size of orchestra, 143 

Slide of trombone, 84, 85 

Snare, 95 

Sonometer, 109 

Sound-board, 114, 119, 122, 138 
Sound-bow of bell, 99 


Sound-post, 120, 122 

Stationary waves, 107 

Stopped pipe, 20, 24, 60, 64, 147 
Striking note, 100 

Strings, 106 

Stroh violin, 126 

Sympathetic strings, 122 


‘Temperature, effect of, 26 

Timbre (see a/so “Formant’’), 15, 
isc 

‘Timpani, 95 

‘Tone, simple, 15 

“Touch” on piano, 115 

‘Triangle, go 

‘Trombone, 84 

‘Trumpet, 70, 835,80 

‘Trumpet, Bach or straight, 85 

‘Lubaye7o,n64. 

‘Tubular bells, 104 

Tuning fork, 89 


Underblown pipe, 46 


Valve, 81, 83 

Vent-hole, 60, 65 

Viola; 126 

Viola d’amore, 122 

Violin, 116 

Violin, wave-form of, 121, 125 

Violoncello, 126 

Voice as wind instrument, 58, 73, 
131 

Vox humana, 131 


Wave-form, 48 
Wave-length, 19 
Wolf note, 57, 125 
Xylophone, go 


Young’s law, 94, 108, 119 


158 








A SELECTION OF 
Messrs. Edward Arnold & Co.’s 
Scientific & Technical Publications 











PHYSICS 


GENERAL ASTRONOMY. By H. SPENCER Jones, M.A., Sc.D., H.M. 
Astronomer at theCape. viii + 392 pages, with 102 diagrams and 24 plates. THIRD 
IMPRESSION. Demy 8vo, 21s. net. 

THE LIFE OF LORD RAYLEIGH. By hisson, RoBERT JOHN STRUTT, 
Fourth Baron Rayleigh, F.R.S. Demy 8vo, xii +403 pages. 25s. net. 
ISOTOPES. By F. W. Aston, Sc.D., D.Sc., F.R.S., Nobel Laureate, 
Fellow of Trinity College, Cambridge. viii+ 182 pages, with diagrams and plates. 
SEconD EpiT1on. Demy 8vo, Ios. 6d. net. 

IONS, ELECTRONS, AND IONIZING RADIATIONS. By J. A. 
CrowTHER, M.A., Sc.D., Professor of Physics at the University of Reading. 
Firta Epition. Thoroughly revised. xii+353 pages. Demy 8vo, 12s. 6d. net. 


THE DYNAMICAL THEORY OF SOUND. By Horace Lams, Sc.D., 
F.R.S., Rayleigh Lecturer in the University of Cambridge. Srconp EDITION. 
viii + 307 pages. Demy 8vo, 18s. net. 

SOUND. A Physical Textbook. By E. G. RicHarpson, M.Sc., Ph.D., 
Assistant Lecturer in the Physics Department, University College, London. viii+286 
pages, with 86 illustrations. Demy 8vo, 15s. net. 

THE ACOUSTICS OF ORCHESTRAL INSTRUMENTS AND OF 
THE ORGAN. ByE.G. RicuHarpson, M.Sc., Ph.D. Demy 8vo, 160 pages, 
with 20 plates, ros. 6d. net. 

AN INTRODUCTION TO THE THEORY OF OPTICS. By Sir 
ARTHUR SCHUSTER, Sc.D., F.R.S. TuHirp EpiTIon. Revised by the Author and 
J. W. Nicwotson, D.Sc., F.R.S., Fellow and Tutor of Balliol College, Oxford. 
XVi+405 pages, 188 illustrations. Demy 8vo, 18s. net. 

COLOUR VISION. A Discussion of the Leading Phenomena and 
their Physical Laws. By W. PEppiz£, D.Sc., F.R.S.E., Harris Professor of 
Physics at University College, Dundee. xii + 208 pages. Demy 8vo, 12s, 6d. net. 
MOLECULAR MAGNETISM. By W. PeEppiz, D.Sc., F.R.S.E. Demy 
8vo. 160 pages. 

AERONAUTICS IN THEORY AND EXPERIMENT. By W. L. 
Cow.ey, A.R.C.S., D.I.G., and H. Levy, M.A., D.Sc., F.R.S.E. Srconp EDITION. 
xii + 332 pages. Demy 8vo, 25s. net. 

A TEXT-BOOK OF PHYSICS. By R. S. Wittows, M.A. (Camb.), 
D.Sc. (London). Tuirp EDITION. viii + 520 pages, with 320 diagrams. Large 
crown 8vo, 9s. ‘ 

THE: PRINCIPLES OF PHYSICS. A Textbook for Students of 
Pharmacy. By C. J.Smiry, Ph.D.,D.I.C. Crown8vo. viii-++ 288. pages gs. 


AN INTRODUCTION TO FLUID MOTION. By W.N. Bonp, D.Sc., 
F.Inst.P., Lecturer in Physics at the University of Reading. Crown 8vo, 5s. net. 


HEAT. By W. J. R. Catvert, M.A., Harrow School. viii + 344 pages, 
with 138 diagrams. Crown 8vo, 6s. 





LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 
S5 1 


2 EDWARD ARNOLD & CO.’S 


LIGHT. By F. Bray, M.A., late Science Master at Clifton College. 
xvi + 284 pages, with 234 diagrams and 6 plates. Crown 8vo, cloth, 6s. 
ELECTRICITY AND MAGNETISM. By C. E. Asurorp, M.A,, 
Headmaster of the Royal Naval College, Dartmouth. With over 200 diagrams, 
THIRD REVISED EpiTIon. Crown 8vo, 4s. 6d. 

ADVANCED EXAMPLES IN PHYSICS. By A. O. ALLEN, M.A., B.Sc., 


A.R.C.S., Lecturer in Optics at Leeds University. SErconp EpiTion. Crown 8vo, 
2s. 6d. net. 





MATHEMATICS 


FIVE-FIGURE TABLES OF MATHEMATICAL FUNCTIONS. 
By J. B. Date, M.A., Assistant Professor of Mathematics at King’s College, 
London. Demy 8vo, 4s. 6d. net. 

LOGARITHMIC AND TRIGONOMETRIC TABLES (To Five Places 
of Decimals), By J. B. DALE, M.A. Demy 8vo, 2s. 6d. net.” 

THE CALCULUS FOR ENGINEERS. By Joun Perry, M.E., D.Sc., 
F.R.S. THIRTEENTH IMPRESSION. viii + 382 pages. Crown 8vo, 8s. 6d. 
CALCULUS FOR TECHNICAL STUDENTS. By S.N. Forrest, M.A., 
B.Sc. Crown 8vo, viii + 231 pages, 5s. 

CALCULUS FOR SCHOOLS. By R. C. Fawpry, M.A., Head of the 
Military and Engineering Side at Clifton College; and C. V. DuRELL, Senior Mathe- 
matical Master at Winchester College. Crown 8vo. With Answers. In one volume, 
6s. 6d. Part I, 3s. 6d.; Part II, 4s. 

AN INTRODUCTION TO PROJECTIVE GEOMETRY. By L.N.G, 
Fiton, M.A., D.Sc., F.R.S., Professor of Applied Mechanics, University College, 
University of London. Tuirp EDITION. viii + 261 pages. Crown 8vo, 7s. 6d. 
HIGHER ALGEBRA. By W. P. Mitnz, M.A., D.Sc., Professor of Mathe- 
matics in the University of Leeds. xii + 586 pages. Crown 8vo, 8s. 6d. 
HOMOGENEOUS CO-ORDINATES. By W. P. Mitnz, M.A., D.Sc. 
xii + 164 pages. Crown 8vo, 6s. net. 


ENGINEERING 


BRITISH ENGINEERING WAGES. By R. Spicer. Demy 8vo. 
160 pages. Ios. 6d. net. 

THE STRENGTH OF MATERIALS. A Treatise on the Theory 
of Stress Calculations for Engineers. By J. Cass, M.A., F.R.Ae.S., 
Lecturer in Applied Mechanics at the Royal Naval Engineering College, Keyham. 
Med. 8vo. viii + 558 pages. 30S. net. 

STRENGTH AND STRUCTURE OF STEEL AND OTHER 
METALS. By W. E. Datsy, F.R.S., M.A., B.Sc., M.Inst.C.E., M.I.M.E., 
University Professor of Engineering at the City and Guilds (Engineering) College. 
Very fully illustrated. 192 pages and 38 plates. 8vo, 18s. net. 

STEAM POWER. By Professor W. E. Datsy, F.R.S., M.Inst.C.E., 
M.I.M.E. Srconp EpiTIon. xvi + 760 pages, with 250 diagrams. 8vo, 25s. net. 
VALVES AND VALVE GEAR MECHANISMS. By Professor W. E. 
Dasy, F.R.S. xviii + 366 pages, 202 illustrations. Royal 8vo, 24s. net. 

THE BALANCING OF ENGINES. By Professor W. E. Da.sy, F.R.S. 
THIRD EpITION. xii + 283 pages, 184 illustrations. Demy 8vo, 12s. 6d. net. 
PROPERTIES OF STEAM AND THERMODYNAMIC THEORY 
OF TURBINES. By H.L. CaLrenpar, F.R.S., Professor of Physics in the 


Imperial College of Science and Technology. 544 pages, numerous diagrams. 8vo, 
30s. net. 


LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 





SCIENTIFIC AND TECHNICAL PUBLICATIONS. 3 





THE ENLARGED CALLENDAR STEAM TABLES. (Fahrenheit 
Units.) 7s. 6d. net. 


THE CALLENDAR STEAM TABLES. 3s. 6d. net. 


ABRIDGED CALLENDAR STEAM TABLES. (Centigrade Units.) 
SECOND EDITION. 8vo, Is. net. 


ABRIDGED CALLENDAR STEAM TABLES. (Fahrenheit Units.) 
SEconD EpiTION. 8vo, Is. net. 


THE MOLLIER DIAGRAM. Drawn by Professor CALLENDAR and 
printed on green squared paper. Is. net. 


THE ENLARGED MOLLIER DIAGRAM. Drawn by Professor 
CALLENDAR. Printed in three colours on squared paper. 4s. net. 


THE CALLENDAR STEAM DIAGRAM. (Centigrade Units.) 6d. net. 
THE CALLENDAR STEAM DIAGRAM. (Fahrenheit Units.) 6d. net. 


HEAT DROP TABLES: ABSOLUTE PRESSURES. Calculated by 
H. Moss, M.Sc., A.R.C.S., from the Formulw# and Steam Tables of Professor H. L. 
Callendar, F.R.S. 64 pages. Cloth, 5s. net. 

HEAT DROP TABLES: H.P. GAUGE PRESSURES, L.P. ABSO- 
LUTE PRESSURES. Calculated by H. Moss, Imperial College of Science, 
from Professor Callendar’s Formula and Steam Tables. Cloth, 5s. net. 


THE ENLARGED HEAT DROP TABLES: H.P. GAUGE PRES- 
SURES, L.P. ABSOLUTE PRESSURES. Ios. 6d. net. 


CORRECTION TABLES FOR THERMODYNAMIC EFFICIENCY. 
Calculated by C. H. Naytor, Assoc.M.Inst.C.E, Cloth, 5s. net. 


ELECTRICAL SUBSTATIONS. By H. Brazit, M.I.E.E. 224 pages, 
with 56 illustrations. Demy 8vo, 12s. 6d. net. 


RAILWAY ELECTRIC TRACTION. By F. W. Carter, Sc.D., M.I.E.E., 
M.Inst.C.E., British Thomson-Houston Co., Rugby. viii + 412 pages, with 204 
illustrations and ro folding plates. Demy 8vo, 25s. net. 


ELECTRIC TRAINS. By R. E. DICKINSON, B.Sc., A.M.I.E.E. xii + 292 
pages, with 139 diagrams. Demy 8vo, 16s. net. 


THE PRACTICE OF RAILWAY SURVEYING AND PERMANENT 
WAY WORK. By S. Wricut Perrott, M.A.I., M.Inst.C.E., and 
F, E.G. Bapcer, A.M. Inst.C.E. viii + 304 pages, with 140 diagrams. Demy 8vo, 
30s. net. 

THE ECONOMICS OF RAIL TRANSPORT IN GREAT BRITAIN. 
By C. E. R. SHerrineton, M.A., A.M.Inst.T., London School of Economics. Vol. I, 
History and Development. Vol. II, Rates and Service. Demy 8vo, 12s. 6d. net 
each volume. 

THE MEASUREMENT OF FLUID VELOCITY AND PRESSURE, 
By the late J. R. PANNELL. Edited by R. A. Frazer, B.A., B.Sc., National Physical 
Laboratory. viii + 138 pages. tos. 6d. net. 


HYDRAULICS. For Engineers and Engineering Students. By F.C. 
Lea, D.Sc., M.Inst.C.E., Professor of Mechanical Engineering in the University of 
Sheffield. FourtH EDITION. xii+594 pages, 400 diagrams. Demy 8vo, 18s. net, 
ELEMENTARY HYDRAULICS. For Technical Students. By F. C. 
Lea, D.Sc., M.Inst.C.E. viii + 224 pages, with 156 diagrams. Crown 8vo, 7s. 6d. 


MODERN METHODS OF WATER PURIFICATION. By JouN 
Don, F.I.C., A.M.I.Mech.E., and Joun CuisHotm, A.M.I.Mech.E. SEconp EDITION. 
Xviii + 398 pages, 106 illustrations. Demy 8vo, r6s. net. 

REINFORCED CONCRETE DESIGN. Vot. I.: THEorRyY. By Oscar 
FaBer, D.Sc., M.Inst.C.E., and P. G. Bow1z, A.M.Inst.C.E. xx + 332 pages, 158 - 
diagrams. Srconp Epirion. Demy 8vo, 14s. net. Vov. II.: Practice. By OscaR 
FaBER, D.Sc., M.Inst.C.E. xii + 246 pages, 89 diagrams. Demy 8vo, 18s. net. 





LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 


ie EDWARD ARNOLD & CO.’S 


MODERN ROADS. By H. P. Boutnors, M.Inst.C.E., F.R.San.Inst., etc. 
xii + 302 pages. Demy 8vo, 16s. net. 


SURVEYING. By W. N. Tuomas, M.Sc. (Birmingham), B.Sc. Eng. 
(London), Assoc.M.Inst.C.E., A.M.I.Mech.E., A.M.Inst. M. and Cy.E. SECOND 
EDITION. viii + 536 pages and 298 diagrams. 8vo, 25s. net. 


THE FIELD ENGINEER’S HANDBOOK. By G. C. WELLs and 
A. S. Cray, B.Sc. Srconp EpitTion. Small 8vo, 8s. 6d. net. 


TRAVERSE TABLES. By Henry Louis, M.A., D.Sc., M.I.C.E., and 
G. W. Caunt, M.A. Srconp EpiTIon. 8vo, 5s. 6d. net. 


TACHEOMETER TABLES. By H. Louts, M.A., D.Sc., M.LC.E., and 
G. W. Caunt, M.A. 8vo, ros. 6d. net. 


A TEXT-BOOK OF ELECTRICAL ENGINEERING. By Dr. A. 
THOMALEN. ‘Translated by Professor G. W. O. Howe, D.Sc. FourtH EDITION, 
xii + 482 pages, 480 diagrams. Demy 8vo, 28s. net. 


THE PRINCIPLES OF ELECTRICAL ENGINEERING AND THEIR 
APPLICATION. By Dr. G. Kapp, VoLuME I.: PRINCIPLES. xii + 356 
pages. Demy 8vo, 18s. net. VoLtuMEII.: AppLicATION. x + 388 pages. 18s. net. 


THE THEORY OF MACHINES. By R. F. McKay, M.Sc., A.M.Inst. 
C.E. SrEconp EDITION. viii + 440 pages, 407 diagrams. Demy 8vo, 20s. net. 


GRINDING MACHINERY. By J. J. Guest, M.A., M.I.Mech.E. xii 
+ 444 pages, with illustrations. Demy 8vo, 16s. net. 


METAL WORK. By H. M. Apam and J. H. Evans. Srconp EDITION. 
277 pages, with 217 illustrations. Crown 8vo. Cloth, 6s. 6d. 


THE STRENGTH AND ELASTICITY OF STRUCTURAL MEM- 
BERS. By R. J. Woops, M.E., M.Inst.C.E. SEcoND EDITION. xii + 310 
pages, 292 illustrations. Demy 8vo, 14s. net. 


EXAMPLES IN THE STRENGTH AND _ ELASTICITY OF 
MATERIALS. By G. W. Birp, B.Sc. Crown 8vo. tos. 6d. 





THE THEORY OF STRUCTURES. By R. J. Woops, M.E., M.Inst. 
C.E. xii + 276 pages, 157 illustrations. Demy 8vo, 12s. 6d. net. 


THE ITALIAN ORDERS OF ARCHITECTURE. By CHARLEs 
GourRLAY, B.Sc., A.R.I.B.A. With 32 full-page plates. Large 4to (12” x 94’). 
SECOND EDITION. 8s. net. 


AN INTRODUCTION TO BUILDING SCIENCE. By F. L. Brapy, 
M.Sc., A.I.C. Crown 8vo, viii + 280 pages, with 63 illustrations. 7s. 6d. 


MECHANICAL DRAWING. With Special Reference to the Needs 
of Mining Students. By JoszEPpH HUSBAND, B.Eng., A.M.I.C.E., Professor 
of Civil Engineering at Sheffeld University. With 40 plates. Quarto, 3s. 6d. 


MACHINE SKETCHES AND DESIGNS. By Professor A. Cruick- 
SHANK, M.I.Mech.E., and R. F. McKay, M.Sc., A.M.Inst.C.E. Tuirp EpItTIon. 
Quarto, 2s. 6d. 


FIRST YEAR ELECTRICAL ENGINEERING. By D. J. Botton, 
M.Sc., M.I.E.E., Lecturer at the Polytechnic, London. Crown 8vo. 


EXAMPLES IN ELECTRICAL ENGINEERING. By Professor J.) F. 
GILL, M.Sc., B.Eng., A.M.I.Mech.E.; and F. J. Traco, D.Sc., M.I.E.E., The Uni- 
versity, Liverpool. SErconp EpiTion. Crown 8vo, 7s. 6d. net. 











LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 


SCIENTIFIC AND TECHNICAL PUBLICATIONS. 5 


GEOLOGY AND MINING 


THE GEOLOGY OF THE BRITISH EMPIRE. By F. R. C. REEp, 
Sc.D., F.G.S. viii + 480 pages, with 25 maps and sections. Demy 8vo, 30s. net. 
THE STRUCTURE OF THE ALPS. By L. W. Cotter, D.Sc. 
xii + 282 pages, with 63 figures and 12 plates. Demy 8vo, I6s. net. 
STRUCTURE AND SURFACE. A Book of Field Geology. By C. 
BARRINGTON Brown, M.A.,*§F.G.S.,{and F. DEBENHAM, M.A., F.G.S. viii + 168 pages, 
with 104 illustrations. Medium 8vo, Ios. 6d. net. 

PHYSICO-CHEMICAL GEOLOGY. By R.H. RastTALt, Sc.D., Lecturer 
in Economic Geology in the University of Cambridge. viii + 48 pages, with 62 
diagrams. 15s. net. 

OIL FINDING: An Introduction to the Geological Study of Petro- 
leum. By E. H. CUNNINGHAM CRAIG, B.A., F.G.S. SECOND EDITION, 
xii + 324 pages, 13 plates and 20 illustrations. Demy 8vo, cloth, 16s. net. 


THE DRESSING OF MINERALS. By H. Louis, D.Sc., M.I.M.E., 
M.Inst.C.E. x + 544 pages, 416 illustrations. Super royal 8vo, cloth, 30s. net. 
COAL IN GREAT BRITAIN. By Watcot Grsson, D.Sc., F.G.S., 
F.R.S.E. SEconp EDITION. viii + 312 pages, with 50 diagrams and 8 plates. 
Demy 8vo, 2is. net. 

COAL MEASURE PLANTS. By R. CrRooKAtt, Ph.D., of the Geological 
Survey of Great Britain. Demy 8vo, with 40 plates. 12s. 6d. net. 

THE ECONOMICS OF COAL MINING. By R. W. Dron, M.A., 
F.R.S.E., Professor of Mining in the University of Glasgow. viii + 168 pages, with 
13 figures and 26 tables. Demy 8vo, tos. 6d. net. 

MINING SUBSIDENCE. By Henry Briaos, C.B.E., D.Sc., Pro- 
fessor of Mining in the University of Edinburgh. Demy 8vo. viii + 216 pages. 
14s. net. 

WINDING ENGINES AND WINDING APPLIANCES: Their Design 
and Economical Working. By G. McCutLtocn, A.M.I.M.E., and T. C. 
FuTers, M.Inst.M.E. viii + 452 pages, 175 illustrations. Demy 8vo, 2is. net. 
A TEXTBOOK OF GEOLOGY. By P. Lake, M.A., F.G.S., and R. H. 
RASTALL, Sc.D., F.G.S. xiv +508 pages, fully illustrated. FourtH Epirion. Demy 
8vo, 21S. net. 

OUTLINES OF PALAONTOLOGY. By H. H. Swinnerton, D.Sc., 
F.G.S. xii+ 420 pages, with 368 diagrams. Demy 8vo, cloth, 30s. net. 

THE PHYSIOGRAPHICAL EVOLUTION OF BRITAIN. By L. J. 
es, Sc.D., F.G.S., Lecturer in Geology in the University of Birmingham. Demy 
vo, 

THE GEOLOGY OF ORE DEPOSITS. By H. H. Tuomas, M.A., 
B.Sc., and D. A. MacA.isTEer, A.R.S.M. Crown 8vo, 8s. 6d. net. 

THE GEOLOGY OF BUILDING STONES. By J. AtLen Howe, 
B.Sc. viii + 455 pages, fullyillustrated. Crown 8vo, 8s. 6d. net. 

THE GEOLOGY OF SOILS AND SUBSTRATA, By the late H. B. 
Woopwarp, F.R.S. xvi + 366 pages, with illustrations. Crown 8vo, 8s. 6d. net. 


GEOLOGICAL AND TOPOGRAPHICAL MAPS: Their Interpre- 
tation and Use. By A. R. DWERRYHOUSE, D.Sc., F.G.S. SECOND EDITION. 
viii + 133 pages, with go illustrations. Demy 8vo, 6s. net. 

AN INTRODUCTION TO MINE SURVEYING. By T. Bryson, 
A.R.T.C., M.I.Min.E., and G. M. CHaAmsBers, M.Inst.M.E. 6s. 


THEORY AND PRACTICE OF MINE VENTILATION. By T. 
Bryson, M.I.Min.E. viii + 255 pages, with 81 illustrations. Crown 8vo., 8s. 6d. 


LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 


Oo % EDWARD ARNOLD & CO.’S 


CHEMISTRY AND METALLURGY 


THE DISCOVERY OF THE RARE GASES. By Morris W. TRAVERS, 
D.Sc., F.R.S. viii + 128 pages, with facsimile reproductions from Sir William 
Ramsay’s Notebooks. Demy 4to, 15s. net. 


THE ORDINALL OF ALCHIMY. Written by THomas Norton of 
Bristoll. Facsimile Reproduction from Theatrum Chemicum Britannicum. viii + 
125 pages. Demy 8vo, Ios. 6d. net. 


AN ETYMOLOGICAL DICTIONARY OF CHEMISTRY AND MIN- 
ERALOGY. By Dorotuy Barey, B.Sc., Ph.D., and KENNETH C. BAILEY, 
M.A., Sc.D. xii + 292 pages. Demy 8vo, 25s. net. 


THE ELDER PLINY’S CHAPTERS ON CHEMICAL SUBJECTS. 
Translated with a critical commentary by KENNETH C, Battery, M.A.,Sc.D. Demy 
8vo, 12s. 6d. net. 


METALS AND METALLIC COMPOUNDS. By U. R. Evans, M.A., 
King’s College, Cambridge. 4 vols.,obtainable separately. Demy8vo. Vol. I., 21s. 
net. Vol. II., 18s. net. Vol. IIL.,..14s, net. . Vol. 1V., 188) net: 


THE CORROSION OF METALS. By U. R. Evans, M.A. SECOND 
EpiTion. Demy 8vo. xvi+259 pages. 15s. net. 


A BIBLIOGRAPHY OF METALLIG CORROSION. By W. H. J. 
VERNON, D.Sc., F.I.C. xii + 341 pages. Demy 8vo, ais. net. 


SERVICE CHEMISTRY. By the late Vivian B. Lewes, F.I.C., F.C.S. ; 
and J. S. S. Brame, F.I.C., F.C.S., Professor of Chemistry, Royal Naval College, 
Greenwich. FirtH EpDITION. xvi + 576 pages. Illustrated. Demy 8vo, 2is. 


FUEL. Solid, Liquid, and Gaseous. By J.S. S. Brame, F.I.C. THIRD 
EDITION. xvi + 388 pages, 73 diagrams. Demy 8vo, 18s. net. 


PETROL AND PETROLEUM SPIRITS. A Description of their 
Sources, Preparation, Examination, and Uses. By W. E. Goopay, 
A.R.S.M., D.I.C., A.M.Inst.P.T. xii + 135 pages. Demy 8vo, ros. 6d. net. 


THE ABSORPTION OF NITROUS GASES. By H. W. WEss, 
M.Sc., F.I.C. Demy 8vo, 25s. net. 


THE RARE EARTHS: Their Occurrence, Chemistry and Techno- 
logy. ByS.I. Levy, M.A., F.I.C. xvi+362 pages. Demy 8vo, 18s. net. 


THE CHEMISTRY AND MANUFACTURE OF HYDROGEN. By 
P, LITHERLAND TEED, A.R.S.M. Illustrated. Demy 8vo, cloth, ros. 6d. net. 


THE PRINCIPLES OF APPLIED ELECTRO-CHEMISTRY. By 
A. J. ALLMAND, D.Sc., Professor of Chemistry, King’s College, London, and H. J. T. 
ELLINGHAM, B.Sc. SEconp Epition. Medium 8vo. xii+727 pages and 171 dia- 
grams. 35s. net. 


ANTIQUES : Their Restoration and Preservation. By A. Lucas, F.I.C. 
Crown 8vo, 6s. net. 


ANCIENT EGYPTIAN MATERIALS. By A. Lucas, F.I.C. Crown 
8vo, 7s. 6d. net. 


FORENSIC CHEMISTRY. By A. Lucas, O.B.E., F.LC. viii + 268 
pages. Demy 8vo, I5s. net. 


OUTLINES OF ORGANIC CHEMISTRY. ByE. Ue HoLMYARD, M.A., 
F.I.C. viii + 456 pages. Crown 8vo, 7s. 6d. 


LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 


SCIENTIFIC AND TECHNICAL PUBLICATIONS. 7 





ORGANIC CHEMISTRY FOR ADVANCED STUDENTS. By 
Jutius B. Coven, Ph.D., D.Sc., F.R.S. Firra Epirion, in Three Parts, obtain- 
able separately. Demy 8vo, 18s. net each part. 


THE CONSTITUTION OF SUGARS. By W. N. Hawortu, D.Sc., 
F.R.S., Professor of Chemistry in the University of Birmingham. viii + 100 pages, 
with 2 plates. Medium 8vo, 8s. 6d. net. 


BIO-CHEMISTRY,. A Study of the Origin, Reactions, and Equilibria 
of Living Matter. By the late BENJAMIN MoorE, M.A., D.Sc., F.R.S. 
viii + 340 pages. Demy 8vo, ats. net. 


CHEMICAL DISINFECTION AND STERILIZATION. By S. R1ipEat, 
D.Sc., F.1.C., and E. K. RrpEax, M.A., D.Sc., F.I.C. 321 pages. Demy 8vo, 21s. net. 


SMOKE. A Study of Town Air. By Prof. J. B. CoHEn, F.R.S., and 
Dr. A. G. RusHton. SEconp EDITION, with 15 plates. Demy 8vo, 8s. 6d. net. 


THE EVOLUTION AND DEVELOPMENT OF THE QUANTUM 
THEORY. By N..M. Bricu, A.R.C.S. Demy 8vo, gs. net. 


THE PROBLEM OF PHYSICO-CHEMICAL PERIODICITY. By 
E. S. Hepces, Ph.D., and J. E. Myers, O.B.E., D.Sc. Demy 8vo, 7s. 6d. net. 


PHYSICAL CHEMISTRY: its Bearing on Biology and Medicine. 
By J. C. Purp, D.Sc., F.R.S., Professor of Physical Chemistry in the Imperial 
College of Science and Technology. Tuirrp EpiTion. Crown 8vo, 8s. 6d. net. 


ELEMENTARY PHYSICAL CHEMISTRY. By W. H. Barrett, M.A., 
Harrow School. viii +247 pages, with 61 diagrams. 6s. 

THE CHEMISTRY OF COLLOIDS AND SOME TECHNICAL 
APPLICATIONS. By W. W. Tayvtor, M.A., D.Sc., Lecturer in Chemical 
Physiology in the University of Edinburgh. viii + 332 pages. SEconp EDITION. 
Crown 8vo, tos. 6d. net. 


PRACTICAL PHOTOMICROGRAPHY. By J. E. BARNARD, F.R.S., 
and F. V. Wetcu, F.R.M.S. Srconp EpITIoNn. xii + 316 pages, with 87 illustra- 
tions and 16 plates. Demy 8vo. Cloth, 18s. net. 


ANALYTICAL MICROSCOPY. By T. E. Wattis, B.Sc., Reader in 
. Pharmacognosy in London University. viii + 150 pages. Illustrated. Crown 
8vo, cloth, 6s. net. 


AN INORGANIC CHEMISTRY. By H. G. Denuam, M.A., D.Sc., 
Ph.D., Professor of Chemistry in Canterbury College, University of New Zealand. 
xii + 684 pages, with 144 diagrams. Crown 8vo, 12s. 6d. net. 


INORGANIC CHEMISTRY. A Textbook for Colleges and Schools. 
By E. J. Hormyarp, M.A., Head of the Science Department, Clifton College. 
Vili + 564 pages, with 119 diagrams and 1o plates. Crown 8vo, 6s. 6d. 


ANALYTICAL PROCESSES: A Physico-Chemical Interpretation. 
By T. B. Smiru, B.Sc., A.R.C.S., The University, Sheffield. Demy 8vo. 376 pages. 


INTERMEDIATE PRACTICAL CHEMISTRY. By E. S. HEnpGEs, 
Ph.D., Bedford College, University of London. Demy 8vo. 128 pages. 


A HANDBOOK OF ORGANIC ANALYSIS : QUALITATIVE AND 
QUANTITATIVE. By H. T. Crarxe, B.Sc., A.I.C. xvi-+ 363 pages. 
FourtH EpiT10on. Crown 8vo, 8s. 6d. net. 


AN ELEMENTARY CHEMISTRY. By E. J. Hotmyarp, M.A. viii 
+ 424 pages. Crown 8vo, 5s. 


FIRST AID IN THE LABORATORY AND WORKSHOP. By 
A. A. ELpripGe, B.Sc., and H. V. A. Briscor, D.Sc. Cloth, 1s. 3d. net. 





LONDON: EDWARD ARNOLD & CO., 41 & 43 MADDOX ST.,, W.1. 


8 EDWARD ARNOLD & CO.’S PUBLICATIONS. ’ 





BIOLOGY 


FOUNDERS OF OCEANOGRAPHY AND THEIR WORK. By Sir 
WILLIAM HERDMAN, C.B.E., D.Sc., F.R.S. xii + 340 pages, with 29 plates. Demy 
8vo, cloth, 21s. net. 


MANUAL OF ENTOMOLOGY. By the late H. MAxweELt LEFRoy, 
M.A. xvi +552 pages. Fully illustrated. Demy 8vo, cloth, 35s. net. 


BRITISH HYMENOPTERA. By A. S. Bucxuurst, D.1.C., L. N. STANI- 
LAND, D.I.C.,and G. B. Watson, D.I.C. Crown 4to, gs. net. 


MAN’S PLACE AMONG THE MAMMALS. By F. Woop Jongs, 
F.R.S., Professor of Physical Anthropology in the University of Hawaii. Demy 8vo.. 
viii + 376 pages, with 158 illustrations and 12 plates. 21s. net. 


THE MECHANISM OF LIFE. In Relation to Modern Physical Theory. 
By J. JoHNsToNE, D.Sc., Professor of Oceanography in the University of Liverpool. 
xii + 248 pages, with 53 diagrams. Demy 8vo, 15s. net. 


A’ STUDY OF THE OCEANS. By J. JouNstTone, D. Se. Illustrated. 


Demy 8vo, ros. 6d. net. 


AN INTRODUCTION TO THE SCIENTIFIC STUDY OF THE 
SOIL. By N.M. Comper, D.Sc., Professor of Agricultural Chemistry in the 
University of Leeds. Illustrated. Crown 8vo, 192 pages, 7s. 6d. net. 


THE SCIENTIFIC PRINCIPLES OF PLANT PROTECTION. By 
HuBerRT Martin, M.Sc. xii + 310 pages. Demy 8vo, 21s. net. 


ANIMAL LIFE IN DESERTS. By P. A. Buxton, M.A. xvi+172 
pages, with 14 plates. Demy 8vo, ros. 6d. net. 


GROWTH. By G. R. DE BEER, B.A., B.Sc., Fellow of Merton College, 
Oxford. Demy 8vo, 7s. 6d. net. 


PRINCIPLES OF BACTERIOLOGY AND IMMUNITY. By W. W.C. 
TopLey, M.A., M.R.C.S., F.R.C.P., and G. S. Witson M.D., B.S., of the London 
School of Hygiene and Tropical Medicine. Super royal. In two volumes. 


AN INTRODUCTION TO THE STUDY OF THE PROTOZOA, 
With special reference to the Parasitic Forms. By the late E. A. Mincurn, M.A., 
Ph.D., F.R.S. xii + 520° pages, 194 diagrams. Demy 8vo, 25s. net. 


THE MIGRATIONS OF FISH. By ALExaNpER MEEK, MSc., F.LS., 
F.Z.S. With illustrations and maps. xx +428 pages. Demy 8vo, 18s. net. 


THE DEVELOPMENT OF BRITISH FORESTRY. By A. C. ForBEs, 
F.H.A.S. xii + 274 pages, 70 illustrations. Demy 8vo, ros. 6d. net. 


PROCEEDINGS OF THE WORLD POPULATION CONFERENCE, 
1927. Edited by MARGARET SANGER. 383 pages. Medium 8vo. 2os. net. 


A HANDBOOK OF THE CONIFERZ AND GINKGOACEZ. By 
W. Datumore and A. B. Jackson. With 32 plates and 120 diagrams. Medium 
8vo, cloth, 42s. net. 


A® BRITISH GARDEN FLORA. By Lt.-Col. J. W. C. Kirk, B.A., 
F.R.H.S., with a foreword by Dr. A. W. Hitt, C.M.G., F.R.S. xii + 592 pages, 
with 223 diagrams. Medium 8vo, 42s. net. 


ELEMENTARY BOTANY. An Introduction to the Study of Plant 
Life. By W. Watson, D.Sc. viii+368 pages, with 225 diagrams. Crown 
8vo, 6s. 6d. net. 


LONDON ; EDWARD ARNOLD & CO., 41 & 43 MADDOX ST., W.1. 





git 








pad dhe BEIT IF Vere itetiaite'radetiogs| ee . . pe’ ‘ KAA pee tates As jelo fimhihie il est = 

pale eat ae a ey Acoa by lmibetis aikeim he hele wthatroball ati ety: 4s . . fx : ie Saleen ais mieten Aveeer Sey Le Graig doectiinandteegye entre ty ellen holhartved oti Serh oth 9 ee habit ac tar aw alent ret” 6) eTyeaye et OEP LH. 

went or Te gehes e prepara atari Apt ta tart art 2 nf . nme Ne Ne ere a ote ale luabetininbeh: ina fanbase Gag nate tach BEE eae hake baling ok= o-AaiaRaltndod pn hth jatar tahn Hanate ints eer ee eo unr ee ok kaa behed obierie de sh 
: | " a sara n ‘i intetee ie seep earerare rr epehnmartprhncnarcmctinah ciahsasv it. wahiseal Ali satietiete di imiaibeteniinte de etal SR eick hat atehae Sit? sAabel primieletabel 


es fess * pe toe — roe 


et nei 
. 


2% 


mab 2 brave es ee 
aan ot SS, 


wets Ey epee 


hake ep Pee 


custir Fl yxebe mibeties*s mas * . i cates e on ay be arb 
Sache sereenptite by gt tse tonhtwon wreepte an aaepe ete 
34/4 ar eet 2 a EASE: 


a deuatare 


ay 


ee cies aes : 


Lan 
emu - 


“sega : 
te esses am be : 
eee cre aah 
mang. PSS NT 
aE Pum ae rei a be ks 
pet Sister arodaieded semen ponseees * Rakai: 
Staite Sime siepe iss) eR LT eM Ry AE Be 


aya 
aii sees 

a miei 
on 


saree," 


oe 
od 


sBeinliniednnne ty 





